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m 
GERMANS BATTLE AGAIN FOR LOST TERRITORY 


ALL NEW ARMY 
REGISTRANTS 
CLASSIFIED 


IX R ’A L HOARD 
P LA C ES 
180 OF 
N E W R E G IS T R A N T S IN GLASS 
O N E O F D R A F T . 


N ON K U EH L M A N O FT . 
P-y A sso cia ted P ress L ea sed W ire 
1 
T h e G e rm a n E m p e ro r has ac ce pt­ 
ed th e resignatio n o f Dr. R ic h a rd vo n 
K u eh lm an , acco rding to 
a 
Baseel 
dispatch to the H avas Agency. 
It is expected A dmiral vo n Htntze, 
|G e rm a n m inister at C hristiania and 
I fo rm erly m inister to Mexico , will sue 
' ceo d him. 
. 
_......... 


PHYSICAL EXAMS NEXT WEEK 


Physical E x am in atio n s fo r Class One 
To Be Held M o nday and 
Tu esday. 
_ 
T h e Lo cal Bo ard 
h a s co m pleted ! 
t h e task o f classifying t h e 218 y o u n g ' 
m e n who were registered in Lee co u n i 
ty o n J u n e 5 last. 
A p pro xim ately j 
18 0 o f th em w ere placed in class o ne j 
an d th e balance were given defe rred 
classificatio ns. A n u m be r w ere plac­ 
ed in deferred classes becau se o f de - ' 
pendency claims which th e 
bo a r d; 
felt w ere su bs t a n tia te d by th e facts, j 
an d still m o re were placed in class 
five becau se o f th e 
fact th a t th e y i 


WON’T WEAKEN 
WEST FRONT TO 
AID RUSSIANS 


SITUATION IN 
RUSSIA CH A N GES 
TOO O FT E N TO A L L O W A 
DECISION. 


U. 
S. No t Satisfied 
W ith Any 
po sais fo r Military Actio n 
Vet 
Made. 


Fro - 


PROPOSE TO TAX 
MANY ARTICLES 
OF DAILY LIFE 


T R E A S U R Y 
D E P A R T M E N T 
SCR- 
MiTS LIST OF A R T IC L E S 
TO RE TAXED. 


CA N D ID A T E F OR S H E R I F F 
Geo rge B ro o ks o f H amilto n, o ne 
o fthe c o u n t y ’s mo st pro m inent f a r m ­ 
ers, is a c a n dida te 'fo r sheriff. 
Ilis 
friends are circu latin g his ptaitio ns. 
Mr. Bro o ks was a candidate fo r sh e r­ 
iff several years ago o n th e 
Bull 
Mo o se ticket. Mr. Bro o ks will he o p­ 
po sed by Depu ty Sheriff F r a n k Scho - 
enho lz.----------------_____ ________________ 


AUTOS AND JEWELRY HIT 


E x trava g an c e an d W a s te 
Are 
Hardest Hit A m o n g New 
W a r Revenu es. 


th e 


SOVIETS RESENT JAPS 
w , 
„ ,. 
, , 
„ 
T 
W a shingto n, D. C., J u ly 9— Taxes 
o n lu xu ries and 
no t a few necessi­ 
ties fo r do u ble barreled pu rpo ses o f 
filling the 
natio nal w a r chest a n d 
enfo rcing 
w a rtim e 
eco no my 
a n d 
th rift are pro po sed in a list o f t a x a ­ 
tio n su ggestio ns su bm i tte d by 
th e 
trea su ry de p a r t m e n t to th e ways a n d 
m eans co m m ittee o f th e ho u se 
to - 


B y Asso cia ted Press I ra sed W ire 
W a sh in g to n , J u ly 10— T he U. S. 
h ave enlisted and are alre a dy in th e 
g o vern m e n t reg a rds th e situ atio n in 
go vern m e n t service. 
Ru ssia so co nstantly 
an d 
ra pid ly day. 
No tices o f th e new 
classificatio n 
ch anging as to m a ke it impo sible to 
Pro no u nc ing e x travag a n ce 
and 
have already been mailed to th e n ew 
(.0Ine as yet to any decisio n 
as 
to waste “ akin 
to 
t re a s o n ” th e de p a rt- 
registrants. 
¡what m ilita ry aid m ay 
be ex ten ded ;m e n t pio po ses w ar taxes o n the h i g h ­ 
er priced g rade s o f m e n ’s, w o m e n 's 
an d c h i ldre n ’s 
clo thing, f u rn it u re , 
to ilet articles, ho tel bills, gaso line, 
pu rses and handbags. 
II» Is A u to s a n d Je w e lr y 
A high tax o n th e e m p lo y m e n t o f 
m ale ho u seho ld servants and m o r e 


A gricu ltu ra l < as<s. 
! by th e United States. This s ta te m e n t 
T h e Lo cal Bo ard exercises no j u r - was ]u ade au th o ritative ly to day, 
isdictio n o ver th e indu stria l o r o th e r t 
AH plans so far su bm itte d which 
claims, and all new reg istra n ts w h o invo lve 
m il itary actio n 
th e United 
a r e wo rking o n farm s o r in necessary States g o vern m e n t 
feels invo lve at 
in du stry who m a ke a , c l a i m to r 
de- 
sau te tim e a w ea ken in g o f th e 
ferre d classificatio n 
in 
th e ir qu es- j We s t e r n f r o n t 
tio nnalres, will have the ir a g r ic u l­ 
t u r a l o r indu strial 
claims decided 
befo re th e district appeal bo ard 
at 
F re e p o rt. 
Physical Exam inatio n. 
Physical exam inatio n fo r all class 
o n e m en o f th e new registra tio n will 
be held Mo nday and T u esday o f next 
week. A po rtio n o f th e 
new regis- 


It is th e decisio n o f 
the g o ve rn m e n t t h a t n o thing be p e r - j t h a n o ne fem ale serva n t is o ne 
o f 
mitted to detract fro m the m i l i t a r y , t h e no vel featu res o f th e au ti-extrav- 
stre n g t h in F ra n c e an d Belgiu m. T h e j a g a n c e p ro g ra m that is sketche d by 
pro ject to extend eco no mic aid 
is th e treasu ry. 
being co nsidered favo rably. 
i 
Greatly Increased taxes o n au to - 
----------- 
j mo biles, 
jewelry, 
m u sical iu stru - 
To Co nscript R u ssian*? 
inients, telepho ne and telegraph nif s- 
B y A sso cia ted Press L ea sed 
Wire 
¡sages, so ft drin ks, liqu o rs an d 
to - 
. 
Paris, Ju ly 10— Speaking 
o penly bacco are also pro po sed, 
t r a n t s have been no tified to ^ a p p e a r ; to day in th e general co ngress 
o f | 
The 
t r e a s u r y 
re c o m m e n ds tw o 
Ru ssian So viets, Leo n Tro tzky, Min- classes o f taxes. In o ne class w o u ld 


STARTS DRIVE TO 
GET TUBERCULOSIS 
SANITARIUM HERE 


W. I>. T H I R R E R , STATE SEC RE- 
R E T A R V O F ASSOCIATION, 
O P E N S CAMPAIGN 


PROMINENT CITIZEN 
DIED THIS MORNING 
IN WESTERN STATE 


XV. \V. HUTCHIN SON, P R O M IN E N T 
L E E CO. P IO N E E R , DIED 
IN C A L IFO R N IA. 


HAS A SON “ OVER THERE" 


Bo dy Will R<* B ro u g h t 
H o m e— So n 
Received W o rd o f Ilis Death 
This Mo rning. 


o n Mo nday m o rning, Ju ly 1.", at 10 
o ’clo ck 
and the rest 
o f th em have 
no tice to a p p e a r o n T u esday 
m o r n ­ 
ing, J u ly 16, at the sa m e ho u r. 
Send O rde r Nu m ber. 
T h e Lo cal B o ard requ ests all reg is­ 
t ra n t s , when w riting th e Lo cal B o ard 
r e g a rdin g their case, to give th e ir o r ­ 
der nu m bers. W i th o u t t h e o rder n u m 
ber, th e papers p erta in in g to cases 
are difficult to lo cate. 


COMPTON PEOPLE IN 
EASTERN AUTO TRIP 


H. O. A H GR AV ES AND FAMILY TO 
S P E N D MONTH 
N E A R SON 
W H O E N LIS TE D . 


S (). Argru vo s o f Co m pto n w rites 
fro m 246 S. W ash in g to n St.. G etty s­ 
bu rg. Pa., w here he an d his family 
expect to spend a m o n th o r m o re to 
be n e a r his so n, 
W endell 
Argraves, 
who enlisted so me time ago in 
t h e 
ta n k service a n d who is no w at C a m p 
Co lt, nea r G ettysbu rg, 
in training. 
Mr. A rgraves says, a fter o rderin g his 
p ap e r sent th e re u ntil f u r t h e r 
n o ­ 
tice : 
W e dro ve all the way th ro u g h with 
th e car a n d had a fine trip th r o u g h 
th e mo u ntains. 
We a r e lo cated 
ten 
m i n u t e s ’ walk fro m W endell's camp. 


W a lte r D. T u rn e r , state secretary 
o f the T u bercu lo sis Asso ciatio n, o pen- 
the drive in Lee Co u nty fo r o co u nty 
sa n ita riu m fo r t h e tu be rc u lar with an 
address this m o rn in g to a co m pany 
o f interested peo ple gathered in the 
o ffice o f Co u nty 
Su perin ten den t 
o f 
Scho o ls L. W. Miller. 
Mr. T h u rbe r 
is a fo rcefu l s p e a ke r and with his su b­ 
ject o ne that be has mu ch at heart, 
t h o ro u g h ly 
in te reste d 
his 
hearers. 
He said th a t tho se who were Indiff­ 
e re n t to I he establishing o f a sanit­ 
ariu m w ere little better th a n m u r ­ 
derers since so m a n y de a th s resu lt 
each year fro m th e dread w hite pla­ 
gue, and he m a de th< s ta te m en t th at 
five per cent o f all the bo ys rejected j 
fo r physical reaso ns in the a r m y draft ¡H’sters and 
were afflicted w ith tu bercu lo ses, a ; 
fltartlingly large per cent. 
To sta rt 
(he wo rk in this co u nty Mrs. J. E. 
T ra be r was ap po inted c h a irm a n o f a 
co m m ittee which she is to name. 


W. W. H u tchinso n, 
o ne o f 
th e 
p r o m in e n t citizens o f Lee co u nty and 
fo r m any years o ne o f th e co u nty's 
p ro m in e n t farm ers, died this m o r n ­ 
ing at 2 o clo ck at Lo s Angeles, Cal., 
w here he had go ne 
fo r his h ea lth 
a bo u t th ree m o n th s ago . H e was th e 
th i r d so n o f Mr. an d 
Mrs. 
J a m e s 
H u tchinso n. 
Mr. H u tc h i n s o n ’s so n Glenn receiv­ 
ed wo rd th is m o rn in g o f his f a t h e r ’s 
death. The deceased left Dixo n last 
No vem ber fo r Tu cso n. Aliz., w h ere 
he m ade his h o m e u n til abo u t th re e 
m o n th s ago . 
Mr. H u tc h i n s o n ’s 
age was 
58 
years. He w as bo rn n e a r West B ro o k­ 
lyn, this co u nty. A bo u t tw enty yea rs 
ago he retired fro m 
th e farm and 
mo ved to Dixo n, w h ere he resided fo r 
abo u t tw enty years, residing at 1118 
Peo ria avenu e. 
He leaves a wife, two so ns, tw o 
five bro thers. His sisters 
a r c Mrs. 
E m e rs o n B ennett, Peo ria 
avenu e, this city a n d Mrs. Belle Dyer 


ister o f W ar, said, acco rding to a dis- be taxes paid by the co n s u m e r o n ar- 
patcli to Basle, Switzerland, “ R u s sia j t i de s p u rch a sed at retail. In th e o t h- 
is o n th e eve o g a general m ilitary ie r wo u ld be taxes paid by the m a n u - 
service co nscrip tio n.” 
jfa c tu re r o r w ho lesaler and paid indi- 
----------- 
jrectly by th e co ns u m er in the sh a p e 
Against t h e Ja p s . 
¡o f higher prices. 
B y Asso cia ted t ^ r s s L t a s M 
Wire 
W e arin g A pparel Taxes. 
A m ste rda m , Ju ly 10— 'The decla- 
Here a r e th e taxes su ggested by 
ratio n th a t the So viet g o ve r n m e n t i n j t h e treasu ry , which are to be paid by 
Ru ssia wo u ld ally herself with G e r - ' t h e bu yer: 
many in case o f an A nglo -Japanese . 
Fifty per cent o n th e retail price o t 
invasio n o f R u ssia is co ntained in a jewelry. 
inclu ding 
watches 
and 
Mo sco w message pu blished in a Vien- clo cks except tho se so ld to th e a r m y 
na newspaper, which qu o tes th e co n- o fficers. 
elu ding sentence: “ If J a p a n and Eng- 
T w enty per cent o n au to m o biles, 
land o verran R u s sian territo ry, th e trailers an d tr ack u nits, mo to rcycles, 
So viet g o vernm e nt will i m m e di a t e l y ,bicycles, tires an d 
mu sical in s tru - 
jo in with G e rm a n y .” 
¡ments. 
__________________________ | 
a tax o n all m en's su its selling fo r 
m o re th an $30, hats co sting o ver $4, 
‘shirts o ver $2. p ajam a s o ver $2, h o s­ 
i e r y o ver 35 cents, sho es o ver 
$5, 
■glo ves o ver $2 and all neckw ea r and 
¡canes, u n de r w e a r m o re th a n $3. 
Taxes o n 
wo men's su its co sting 
m o re th a n $40, co ats m o re th a n $30, 
ready m ade dresses m o re th a n $25, 
skirts o ver $15, hats o ver $10, sh o es i 


RUSS INTERVENTION 
PUT UP TO JAPANESE 


P R E S I D E N T If \ D LONG 
C O N F E R E N < E W ITH 
AMBASSADOR. 


S E C R E T 
J A P 


ROCHELLE OFFICER 
ON CASUALTY LIST 


o f Ro ck Falls. His bro thers: Tho m as, 
R o be rt an d Anso n o f Spo kane, W a s h ­ 
ingto n, Allen o f Ashto n a n d Nelso n 
o f Dixo n. 
The r e m a in s will be br o u g h t 
to 
his late h o m e in this city w here th e 
f u n e ra l will be held. A rr a n g e m e n ts 
fo r the fu n eral will be m ade later. 
Mr. H u tc h i n s o n ’s eldest so n, W i l­ 
bu r, is “ S o m e w h ere in F ra n c e .” 


ARRESTED TODAY FOR 
OUTLINE FISHING 


DIXON 
BY 
YOUNG 
M E N 
A R R E S T E D 
G AM E W A R D E N FOR 
LSI NG OUTLI NE. 


LIEUT. 
C A R P E N T E R 
LIS TED AS 
MISSING IN ACTION IN 
F R A N C E TODAY. 


B y A s s o c ia te d /’ ess c e a s e d Wire 
W a sh in g to n , J u ly 10— T he 
a r m y 
casu alty list to day co ntain ed 
103 
nam es, divided as fo llo ws: 
Killed in actio n 21. died o f w o u nds 
15, died o f disease 4, died o f acci­ 
dent a n d o th e r cau ses 3, wo u nded se­ 
verely 45, wo u nded slightly 1; rais- 


o ver $6, lingerie o ver $5. co rsets o ver 
$5, silk co sting o ver $1.50 a yard, 
co tto n o ver 50 cents a yea r an d wo o ls 
o ver $2 a yard. All fu rs, 
bo as 
and 
fans. 
All Cafe Rills Inclu ded. 
Taxes o n ch ildren ’s clo thing, 
elu ding su its co sting o ver $15, 


111- 
co t- 


W e were f o rtu n a te in secu ring a pri 
_i u ,,uuiivivu 
vate ho m e all to o u rselves, co mph tv 
« inn in actio n l l) priso ner 2 
ly fu rnis hed, fo r the ridicu lo u s price 
i x ™ were 
o f $20 per m o nth . Mrs. Argiaves a n d 
Am o ng th em were 
W e n de l l’s wife are 
with me 
a n d' 
W endell had two passes last w ee k 
and spent two nig hts with us. 
This is a q u aiu t 
to wn, an d his 


believed th e president also wants to 
o btain fro m To kyo the J a p a n e s e go v- 
to n dresses o ver $3,* linen 
dresses j e m i n e n t views o f the im m edia te mil- 
o ver $5, silk and wo o l dresses o ver j itary actio n that 
is practicable o n 
$8, hats o ver $5, sho es o ver $4 a n d the p a rt o f Jap an , inclu ding the nu m - 
glo ves o ver $2. Taxes o n ho u se f u r - ¡ h e r o f tro o ps which might be engag- 


W ash in g to n . D. C., J u ly 
9— F u r ­ 
th e r evidence t h a t P re siden t Wilso n I 
is m a t u r i n g a po licy co verin g inter­ 
ventio n in R u s sia to drive o u t 
t h e ' 
_______ 
G erm a n s was fu rnished to day when I 
it was learned t h a t he invited Vis- j 
Clinto n R ingler and William Jo ynt, 
co u nt Ishii, the J a p a n e s e a m ba s s a do r , tw o yo u ng m en o f this city, were ar- 
to the W h i te Ho u se o n the qu estio n, 
¡rested Iasi evening by Depu ty G am e 
A ltho u gh th e u tm o st secrecy p r o - 1 and Fish W a r de n S au er o f Ambo y fo r 
vails in regard to the co nference it is j a vio latio n o f th e sta te g a m e laws, 
kno w n that the 
Ru ssian 
situ atio n having been fishing with an o u tline, 
was th e su bje ct o f discu ssio n 
and it j The case was set fo r this afte rn o o n 
is as su m ed in diplo matic circles t h a t ' i n Ju stice H a n n e ke n ’s co u rt, hu t o n 
the preside n t laid befo re th e am bas- acco u nt o f S tates A tto rn ey E dw ards 
su do r th e co nclu sio ns reached at th e being o u t o f th e city, a co ntinu ance 
W h ite H o u se m eeting last Satu rday. was ta ken u ntil r. xt W edn es day fo re 
It is su rm ise d in so me diplo matic ! no o n. A tto rney II. A. Bro o ks will ap- 
q u a r te rs th at .President 
Wilso n r e - ! p e a r fo r th e yo u ng men. 
T h e bo ys 
qu ested A m bas sado r Ishii to info rm i claim they w ere o f the o pinio n th a t 
his g o ve rn m e n t o f th e fact that the the law did no t pro hibit fishing with 
United States favo rs th e principle o f an o utline. As this Is th e o pinio n be- 
m ilitary assistance to Ru ssia. It is * ing held by m a n y fishermen, th e o u t- 
co me o f th e case 
with iiiterest. 
will be 
watched 


o n 
th e nishings inclu ding o r n a m e n ta l la m p s 
an d fixtures, ail table linen, cu tlery, 


Killed In actio n, Lieu t. Win. P et- 
{erso n. N o rth C hrystal L ake; P rivate 
1 Elzy H. Mo o re, Milto n. Private E afn - 
1 est H a r ri s 
o f Tho mpso nville 
an d 
to rlc* an d th e o ld battle g ro u n ds a re ^ iree Chicago m en w ere w o u nded se- 
beau tifu l. 
verelv, 
YVe spent th e F o u r t h at O xfo id,- 
Lieu t. L. J. C a rp e n te r o f Ro chelle 
Pa., and expect to spend <i » o ut 
a ^ missing in actio n. 


(C o n tin u e d o n P a g e 4.Ì 


87 PERISHED ON COLUMBIA 


m o u th here. 
Yo u rs, 
S. O. 
ARGRAVES. 


B y A sso cia ted Press L ea sed W ire 
Peo ria, 111.. Ju ly 10— T h e o fficial 
check co m pleted this m o rn in g sho w s 


ed in o n expeditio n into Siber a, th e 
distance it might pe n e trate , the ex­ 
tent o f Chinese co -o peratio n, 
and 
w hat co llabo ratio n by the American 
g o ve rn m e n t is desirable. 


WANT MEN, NOT GENERALS 


8 9 DEAD IN TENNESSEE 
S ; 


E S C A P E S FROM T H E HUNS. 
B y A sso cia ted Press Lea sed W ire 
Paris* Ju ly 
10— Co rpo ral 
E ver- 
ette Bu ckley o f K ilbu rn, 111., an avi­ 
a t o r In the F re n ch service, who was! 
ca p tu r e d by th e G e rm a n s a t V erdu n , j 
h a s escaped fro m G erm any, acco rd- > 
ing to a Zu rich dispatch. 
C o rpo ra l Bu ckley, a m e m be r o f t h e j 
L afay e tte Flying Co rps, was rep o rted ; 
killed last December. L a t er it was 
a s ce rtain ed he had been 
w o u n ded 
an d was a priso ner. 


T h e M arine co rps casu alty list had 
five nam es, two being killed in ac­ 
tio n, in clu ding P riva te W m , J. W al- th a t 8? perso ns p erished in th e big 
ker o f Chicago . I wo died o t w o u n ds jgteamGr C o lu m bia disa ste r; 84 bo d- 
and o ne was severly w o u nded. 
j ipg jiave i)een reco vered and identi- 


AMBOY MAN TAKEN 
TO FREEPORT COURT 


B y A sso cia ted Press L ea sed Wire 
Nashville, Tenn., Ju ly 10— The list 
o f dead an d inju red in the head-o n 
co llisio n which o ccu rred o n the Nash 
ville, C h atta no o ga & St. Lo u is rail­ 
way yesterday, classified to day, gives 
KK 


B y A sso cia ted Press Lea sed 
W ire 
Ro me, J u ly 10— Becau se G erm a n y 
declined to send 12 
G e rm a n divis­ 
io ns o f tro o ps with him, A u stria has 
declined to accept th e G erm a n G e n ­ 
eral Otto vo n Belo w as co m m a n de r- 
in-chief o f th e fo rces o n the Italian 
fro nt, acco rding 
to the new spaper, 
Epo ea. 


HIGH 6R0UND TAKEN 
BY AN2AC AND YANK - 
FORCES IS VALUABLE 


B y A sso cia ted P ress Lea sed 
Wire 
T h ere a r e indicatio ns tha t t h e G erm a n s 
a i ~ 
p rep a rin g an effo rt o f 


so me m a g n itu r e to r ec ap tu re the valu able high g ro u n d wo n by th e A u s t r a l ­ 


ians and A m erican s du rin g the past few days east o f Am iens and n o r t h o f 


Villers-Breto nneu x. 


Lo cal a ttac ks o c c u rre d in the s o u th e rn p a rt o f th e regio n last night, 


bu t th e British had little tro u ble in dealing w ith them. 


T his m o rning, ho wever, the enem y artillery sta rte d a bo m ba rdm e n t o f 


co nsiderable in tensity o n this sectio n o f th e fro nt, eight miles fro m Villers- 


Breto nneu x, n o r th w a r d acro ss the S o m m e an d to th e Ancre. 


T h e o nly in fan try o peratio ns within the past 24 h o u rs o ccu rred o n 


the F l a n de rs fro nt, w h e re th e British h aveadvance d th eir lines slightly near 


Merris. This im p o rta n t po sitio n pro tects Nieppe wo o d an d o th e r appro aches 


to Hazebro u ck, th e railro ad ju nctio n back o f the wo o d, th e co ntinu al po s­ 


sessio n o f which is vital to th e m a in te n a n c e o f the British line o n th e Ypres 


fro nt. 
< 
, 


C o m p arative qu iet prevailed o n the F re n ch fro nt, the o nly no table ex­ 


ceptio n being an artillery du el n o rth o f Mo ntdidied and in 
th e Lo ngpo nt 


regio n in th e n o r th e r n p art o f th e M arn e fro nt, w here th e F re n c h recently 


m ade extensive lo cal gains o f gro u nd. 


In th e regio n n o rth o f M o ntdidier w hence a co nsiderable vo lu m e 
o f 


shell fire is repo rted. Inclu des th e Cantigny secto r which is being held by 


th e Americans. 
t 
7 


T h e sectio n s o t the Marne salient held by t h e A m ericans w ere u n u s ­ 


u ally qu '*t yesterday and last night, th e artillery fire being far belo w n o r­ 


mal. Su ch tire as th e American g u n n e rs indu lged in was directed a g a n ist the 


G erm ans n the n eighbo rho o d o f Hill 20 4, west o f Chateau Thierry. 


( 
* 


New Ru ssian G o vernm ent. 


B y Asso cia ted P ress Lea sed W ire 
A new pro visio nal g o vern m e n t fo r Siberia has been set u p at Vladi­ 


vo sto k, ve 
is no w in co ntro l o f th e Czecho -Slo vak fo rco s, who will o p­ 


po se th e v,eniial po wers. 


A dm iral vo n Hintze. G erm an min ister at Christiania, is repo rted to be 


abo u t to su cceed Dr. R ichard vo n K u e h lm a n n as th e G erm a n F o re ign Sec­ 


retary. 
• 


KAISER HAS SPANISH GRIPPE 


tied. A pec u liar fea tu re bro u g h t o u t 
at the ex a m in a tio n o f th e bo dies w a s 89 dead (34 white and 55 negro es), 
that all o f th e 84 reco vered, e x c e p t ¡and 56 inju red. \V. 
P . Bru ce, federal 
o ne, had been bru ised, 
indicating co n tro ller o f the ro ad, places blame 
that all w ere stru ck by flying pieces 
o f the wreckage. 
o n the train crews. 


Misses 
F o r Visit. 
H elen and N o retta 
Calla- 


D E PU T Y U. S. M A R S H A L CAME 
DIXON AND TOOK LOGAN 
TO 
F R E E P O R T . 


Evidence bro u g h t in this m o rn in g 
sho wed th a t there was no th in g o u t 
TO o f place with the hull o f th e s te am er, 
bu t that a f te r she slid o ff the s a n dba r 
she listed heavily 
first to o ne side 
an d then to th e o ther, cau sing th e su - 
Do pu ty U. S. M a rshal G allag h e r o f p e r s tr u c tu re to co llapse. 
F reepo rt cam e to Dixo n last evening 
with a w a r r a n t fo r J a m e s Lo gan, th e 
ba n o f Lee Ce nte r will bo here f o r c rippie d A mbo y m e rc h an t who se al-j 
t h e week end, 
su m. 
with th e Misses lie r 


W. R. C. Met. 
The r e g u la r m eeting o f th e \V. R . 


La dder o f Fa me. 
T h ere are splinters in the ladder o f 
fame. 
But yo u never no tice them u n ­ 
til yo u begin to slide do wu.—Cincin­ 
nati Enquirer. 


SOC IAL AT G A P G R O V E 
H A L L FOR S E R V I C E F L A G 
T h e ice cre a m so cial to be held at 
G ap Gro ve hall o n T h u rs da y evening 
t o s ec u re a service ffag fo r P a l m i r a 
to w n sh ip will do u btless be largely a t ­ 
tended. 
So m an y bo ys hnv<* en tered 
t h e service fro m th e to w nship t h a t 
every o n e th e re is interested in o bta in ­ 
ing th e service flag. 
A su itable f ra m e 
fo r th e pic tu res o f th e bo ys who have 
go ne into th e a r m y o r navy will be 
pu rchased fro m the m o ne y m ade fro m 
th e sGcial t h a t is no t needed fo r 
flag. 


Ileged r e m a r ks have go tten him in C. was held Mo nday at G. A. R. hall, 
had w ith th e 
federal au tho rities. Lo ->Two candida tes 
were initiated, 
l h e 
• gan h a s bo o n 
in tho I*co co u nty jail final atTu ngo mo nts 
fo rtho 
a n n u a l 
¡pending actio n 
by th e g o ve rn m e n t picnic w ere made. Mrs. Jesse G ard- 
I o f f i c i a l s , an d Sheriff Phillips tu r n e d ner extended an in vitatio n 
to 
th e 
his priso n er o ver to th e depu ty m a r- co rps to ho ld it at her ho m e, 7 4 - N. 
shal last evening, and h e was ta ke n Galena avenu e, J u ly 18, and this was 
to F reepo rt. It is u n dersto o d 
th a t accepted, l h e president, Mrs. Stack- 
Lo gan will be given 
a hea rin g 
o n po le, invited th e co rps to ho ld an ice 
1 2th 
<rea mso cial at her ho m e, 223 Lni- 
:co in Wav. This m et th e appro va l o f 


KOI! STATK 7 OMM. I TI K '.U V 
th e lttll,CS and they 
th,> *"“ * 
Ho n. Do u glas P a ttiso n, F reep o rt's 


L E E C E N T E R MAN H E R E . 
E. 1). C o u rtrig h t 
o f Lee Center! 
visited yesterday w ith Dixo n friends, 
and relatives. Mr. C o u r tr ig h t is o n e 1 
o f the stau nch o ld time repu blicans, 
o ne o f th e few who can rem e m ber 
vo ting 
fo r ev ery repu blican candi­ 
date fo r president 
since 
F re em a n 
was o n th e ticket. 


B u A sso cia ted P ress Lea sed 
W ire 
Ro me, J u ly 10— E m p e ro r W illiam 
himself ha s fallen a victim to the in­ 
fluenza which has been prevalent in 
Germany, acco rding to Swiss so u rces, 
li e is repo rted to have 
go ne h o m e 
fro m the F re n c h fro nt su ffering w ith 
t h e “ Spanish g rippe” 
an d several 
mem bers o f his cabinet are also said 
to be su ffering fro m th e sa m e 
m a l ­ 
ady. 


J u ly 


p ro m in e n t de m o crat, is a can dida te 
fo r state'co TiTniitteenian. His friends 
have been bu sy fo r se veral days c i r ­ 
cu lating his petitio ns. Mr. P attiso n 
ha s served his party befo re o if 
the 
sta te co m m itte e an d is o ne o f 
the 
p r o m in e n t de m o cra ts o f the state. 


th e ladies 
W ednesday evening, J u ly 10. To this 
¡the pu blic is invited. 


At P alm yra H o m e. 
Mr. an d Mrs. C. E. Hill and family, 
Mr. an d Mrs. J. D. Hill an d family. 
Mr. an d Mrs Bu rt Ro binso n, Mr. and 
Mrs. Win. Abel, the Misses Elizabeth 
B arge and 
Bell Read a n d Clarence 
Hill enjo yed a picnic di n n e r o n th e j 
lawn at the ho me o f Mr. and 
Mrs. | Pital 
C larenc e Leno x o f P a lm y ra o n 
the! 
4th. P ic tu re s were ta ke n and an en -| 
jo yable day passed. 


A C C E P T E D IN NAVY. 
The Lo cal Bo ard has received no ti­ 
ficatio n fro m the IT. S. navy th a t By­ 
ro n Bro o ks, o f Dixo n, has enlisted. 


HOME FROM H O S P IT A L 
Mrs. Phelps, w ho has 
nicely r e ­ 
co vered, has r e tu rn e d to th e h o m e o f 
h e r so n-in law and da u g h t e r, Mr. and 
Mrs. Henry Leydig, fro m th e 
ho s- 


GO TO SHIPY XHDS. 
H a rry Schu le r and Ja ck King left 
this m o rn in g fo r Baltimo re, 
w h e r e 
they will go to wo rk in the 
sh ip ­ 
yards. 


AT G R E A T LAKES. 
Geo rge Dewey W o ltz, 18 year o ld 
so n o f Mr. and rMs. G eo rge E. Wo ltz 
o f 4 22 E. Sixth stree t, last Friday 
enlisted in th e navy in Chicago an d is 
no w statio n ed at th e G reat L akes N a­ 
val T ra in in g Statio n. 


“ I do n ’t m in d c a r ry i n ’ l h ’ baby, bu t 
T A K IN G A VACATION 
it m a ke s m e so re 
t ’ have my wife 
Haro ld Blass, the efficient messen- 
walk a h e a d,” said Lafe Bu d t ’day. j ger o f th e W e s t e r ^ Unio n, is t a ki n g a 
rr,h ’ tro u ble with bein ’ a go o d feller two w ee ks’ vacatio n fro m his du ties, 
the ls tha t y o u do n’t ha v e 
any tim e C and is visiting friends and relatives 
¡yo u rself. 
[in M endo ta an d Sterling. 


Wednesday, Ju ly 10. 
B y A sso d a teti Press L ea sed 
»v’i» e 
Illino is: Generally fiar to night a n d . day. 
T h u r s da y ; no t m u ch c h a n g e in tern-! 


IS MUCH B E T T E R . 
J u dg e K. S. 
F arraiu U 
who 
has 
been qu ite ill, is greatly im pro ved t o ­ 


pera tu re. 


S u nday 
. 
i Mo nday 
. 66 


A R R IV E S IN F R A N C E 
| 
Mrs. Marv Ru ggles has received a 
.56 
.65 card fro m her so n Albert, ann o u n c - 
52 
l. 30 ing that he has arrived in F rance . 


I t a l i a n s Co ntinu e Victo ries. 


B y A seria ted Press Lea sed W ire 
Ro me, J u ly 10— Ofi 
1 —T h e Italian tro o ps in th e o ffensive in Al­ 


bania are co ntinu ing their . 
,’au tage. The enemy, in yesterday s tightiug, 


was beaten back o n bo th side 
o fth e Osu tn river. 


Genera l Pershing ’s Co mmunique. 


W ashingto n, J u l y 10— General P e r s h in g ’s daily c o m m u n iq u e fo r yes­ 


terday, m a de pu blic by th e w ar de p a r tm e n t to day, reads as fo llo ws: 


H e a dq u a r te r s o f the A m erican Expeditio nary Fo rces, J u ly 9; 


Sectio n A— T h e r e is no th in g o f im po rtance to repo rt. 


Sectio n B— In th e C h ate au Thie rry regio n co nditio ns w ere practically 


no rm al o n the 5th an d 6th o f Ju ly. T he o u tstan din g exceptio n was th e ac­ 


tivity o fthe G erm a n air fo rces. T h e enemy's in te rm itte n t artillery fighting 


was heavier in th e vicinity o f Yaux th a n u su al, bu t the to tal 
n u m be r 
o f 


shells u sed was co nsiderably less th a n o n the days im m ediately preceding. 


The m a jo rity o f the shells u sed were o f small o r m ediu m calibre. 


An a t te m p t to raid o neo f o u r advance po sitio ns was 
driven o ff by 


rifle and m ach in e g u n fire, with heavy lo sses to th e enemy. 


T h e re has been m u c h mo vement o f tro o ps in the G e rm a n rear areas, 


as many as fo u r c o m panies being seen at o ne time. The traffic also is exces­ 


sive. O u r o bservers r e p o rt bu ildings o n fire o n th e So u illard farm and the 


explo sio n by o u r ba tte rie s o f w h a t is believed t o have been a trench m o r t a r 


am m u n itio n du m p. 


O u r ti'o o ps co n tin u e their activities in a m bu s h and patro l w o rk au d 


o u r batteries are active. 


Du ring the bo m ba rdm e n t o f Vau x wfe replied with a c o u n ter o ffensive 


p rep a ra to ry fire. 


In this sectio n o n Ju ly 6 and 7 the re was increasing en em y artille ry 


activity o n the right half o f th e line where he co ntinu ed to u se gas, s h ia p - 


nel and high explo sive shells. Mo st o fthe shells were o f small o r m ediu m 


calibre. A ba rra g e fire was pu t do wn in the vicinity o f Yau x an d Hill 
204. 


'Phe G erm an air fo rces are still active with airplane gro u ps o f vario u s sizes. 


At no o n a G erm a n patro l o f five planes was 
a ttac ked and 
driven away by 


five American planes. T ro o p mo vement and traffic in the r e a r o f th e G er­ 


m a n lines co ntinu es to be abno rm al. 


In th e M arne secto r o n Ju ly 6 and 7 co nditio ns w ere qu iet. 
In th e 


G erm an rear areas m o re traffic than u su al was o bserved. 


Yu the C o lm ar secto r en g ag em en ts between enemy patro l* and o a r * 


I — 
(C o btinned o n page 4) 
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N am e 
A m t, A ss’d 
N am e 
A m t. Ass’ci 
Name 
Amt. Ass'd 
Name 


PERSONAL PROPERTY 


State of Illinois, County of Lee, ss. 
Public notice is hereby Riven, that 
the following is a full and com plete 
list of the Assessed Valuo of 
Per­ 
sonal Property in the towns of Dixon, 
and Brookly n, County of Lee 
and 
State of Illinois, for the y ear A. P. 
19 18, as taken from the Assessm ent 
Book of said y ear. 
The Assessed Valuo is one-third of 
the "Fair Cash Value." 
J OHN E. MOYER. 
Supervisor of Assessments. 


n c . 
/ I 
11 » V 
lip 
! } j ( j 


A m t. Ass’d 
N am e 
Beightel, D C # 
Boos, Lee 
Boos, P hilip 
i . 
Brady , Ida 
'* / 
Bremer, Chas A j ^ 
Burrows, 11 E 
Buzzard, Harvey 
Barlow, A L 
, 
Book, I) Guy 
Burkhardt, Geo 
Burkett, L E 
Brewster, Adassa 
j 
B ennett, J C 
t j 


J O Dains, Louis 
20 Dale, Vernon L 
» 
30 Dana, Fred 
^ 
20 Dana Fred, Cons 
[>•> Daniels, G D 
/ 
* i t ! 35 Daunt 1er, J J 
» 
» 23 5 Daunt 1er, W ill 
J i 
tm 
120 Davies, Mary L 
ft n 520 Davios, J ohn L 
j 
à 
25 Davies, Harold L 
j 
* 1525 Davis, H E 
19 0 Davis, Allen W 
84 5 Davis, Nellie 
Cable, 
A A 
k 
J I ., 
70 Darlln, Catherine 
Cahill, Ed F 
| 
, i t 
30 Day , Geo W 
ftf 
255 Deardorff, Chas 
1 . 
100 Decker, Edgar J 


40 Edwards, Geo I & 
Gray bill, E M 
,■ 
30 
Florence L/eon- 
Gray bill, H H 
55 
ard 
1000 Green, Win 
10000 
Eichler, Adolph 
215 Greer J ohn 
20 
Emmerson, Harry L 
65 Greise, Anna 


Amt. A ss’d 
Nam e 
Amt. A ss’d 
Name 


Cahill, W J 
Cahill, >V E 
Calkins, Ben 


Nam e 
Amt. A ss’d 
N am e 


J 


Abbott Rollo 
Abt, Henry 
Ackert, Abram 
Ackland, Emma 
Adams, Leonard G 
Adams, Robert 
Adams, Wm 
Adams, A L 
Adams, 
Elizabeth 
Ahrens, H A . 
( 


Algar, A L 
A llen, J ames 
A llen, P J 
Allemand, Louis 
Altman, Frank D 
Altendorfer, F B 
Alslager, Fred 
American Store 


$ 2 0 Brierton, Anne 
220 Brink, J ohn 
70 Briscoe, Ray 
3055 Briscoe, 
Henry 
35 Briscoe, J ohn J 
100 Brown, W W 
15 Brown, Foy A 
15 Brown. Lee 
2 0 Brown, Geo W 
140 Brown, Mark 
Tnr, Calvin 


Campbell, Luella 
Amt. A s s d Campbell. A B 
Campbell, W L 
2 4 ^ 0 Campbell, A F 


2 o Cariety , J oe 
1 4 0 Carlson, J ohn A 
2 2 5 Carpenter, J S 
120 Carpenter, Charity 
2 5 Carpenter, G W 
4 
1 5 
Castles, J os 
| 
1 5 
Caughey , It C 
ft 
3 3 5 
Casteiuly k, Chas t 
2 o 
Carney , Mary 
j ; < 


ill 
1 
80 
50 


! 1f 
2 0 


if 
150 
35 
h 
35 
4 
15 
4 
35 
2 0 


*. * 
25 
t 
35 
35 
50 
125 


Dement, L D Est 
I 
/ 
à 
r - 
.¿ i 


i 


25 Brown, Mrs Olive H 225 Carney , M iles 
45 Brown, O H & Co 
1370 Chase & .Miller 
25 Brown, Mary L K 
85 C hnadler, Chas 
E 
2 0 Brooks, Susan O 
55 Brooks, II A 
2 0 Brooks, Rosa 
25 Brooke, Burton 
9 J 0 Brookner, Paul 
American Express Co 190 Buck, Earle 
Anderson, Harold 
Anderson, Bert 
Anderson, Robt 
Anderson, Geo A 
Anderson, W D 
Anderson, Estella 
Anderson, W M 
Andrew, Albert 
Ankeny , David 
Ankeny , Floy d S 
Ankeny , Wm 
Ankeny & Young 
Archer. L J 
Armington, A P 


35 Burd, Nettie 
40 Burhenn, J P 
25 Burdick, F C 
100 Burke, E J 
315 Burke, J ohn 
205 Burke, George 
2 0 Burke, Chas 
2 0 Burke, Chas Martin 
20 Burke, R E 
2 0 Burkett. Ed 
25 Burns, Frank 
200 Burtsfield, B F 
15 Bush, J ohn F 


5 0 Chandler, E L 
3 3 0 Chesman, F G 
1 7 0 Chiverton & Quick 
4 5 Christiance, J am es 
2 5 Clark, K ate 
3 5 Chronister, J A 
I 
2 5 Clark, J ohn B 
240 Clark, J as IP 
4 5 Clay ton, A F 
2 5 Clears, J B 
1 5 Cledon, J am es J É 
1 5 Clevidence, E A » 
4 5 
Close, W H 
| ¡ 
3 5 
Cnare, F K 
^ 
1 5 
Cnare, Em m a 
| 
4 5 Canre Bros 


3 5 Pfbuons, J oe 
20 Dimick, Anneta 
« 0 Dimick, Fred 
85 Downing, B F 
15 Ditzler, I) H 
4 5 Dixon, Melissa G 
9 10 Dixon, Geo C 
15 Dixon, H C 
60 Dixon & Dixon 
26 Dixon Lumber & Fuel 


35 Em m ert, Frank G 
85 English, Eliza 
3 4 40 Erwin, J ohn E 
800 Etny re, B L 
20 Edwards, E L Est 
50 Eberly , Manuel 
50 Eckert, W J 
j 2 5 Eckert. Em il 
Ag 
15 Emmert, David 
J f 
15 English, E H 
4 
20 Eaton, Bertha 
50 Eicholtz, R W 
2720 Engel, Geo 
2 0 Fallstrom, C II 
70 Fane, Mary E E st 
1150 Fane, Wm 
25 Fane, Allen 
15 Fane, Ed 
40 Fane, Lawrence 
110 Fane, David 
440 Fanning, J am es 
40 Farnum & Farn urn 
20 Farrand, R S 
35 Fauser, Matt 
350 Fauth, J ennie 
150 F ee ley , Mary E 
25 Feldkerchner, J as 
65 Fellow s, J ohn 
565 Ferguson, E J 
29 5 Ferry , W M 
100 Filson, W S 
2 0 Fine, Harry 
55 Finkler, M E 
150 Finkler, Mrs F J 
40 Finlan, Nora 
6S0 Finley , C J 
Fiscel, Lizzie 


55 Greig, Catherine 
119 5 Greve, J ohn 
365 Grimes, L T 
40 Grimes, Arthur 
670 Grimes, Nina 


180 Hoban, Richard 
15 Hagen. H H 
20 Hall, W H 
50 Hall, W B 
75 Hamilton, F L 
45 Hardesty , Mell 
20 Hardesty , F B 
10 Hargrave, W M 
50 Harmes, A W 
105 Harmes, H W 


Amt. Ass’d 
Name 
Amt. Ass'd 


30 Greer, J ohn Admr 49 9 5 Harrison. W T 
45 Grose, Mrs M E 
20 Grove, Paul 


250 Kenneth, J H 
125 Kent, W G 
4 5 Kerst, J ohn A 
4 5 Kerz, Philip 
155 Kerwin, Andrew 
25 Kelsey , Oscar 
20 Key es, Sarah 
30 Key es, C E 
50 Key es, C H 
19 5 K ey es Ahrens Ogden 
50 
Co 


315 Bush, J C 
Armstrong, Margaret 40 Buchanan, J as A 
Armstrong, J D 
30 Buzzard, Avery T 
Armstrong 
& Gehant 175 By ers, J ohn 
Arnold, Ida L 
320 Babin, H M 
Arnould. Vincent C 
35 Bacharach, Sam 
Arrgio, J oe 
145 
Ballou, K atherine L 
Aschenbrenner. Geo 
215 Barlow, A L 
Asher, Mrs Otto 
Ash ford, Major 
Atkins, Geo R 
Atkins, J ay 
Atkinson, Chas 
Ay dellotte, A F 
Ay res, J C 
Abel, W A 
Ackert, F E 
Ackert, F E Guard 
Albright, Chas G 
Albright, L C 
Albright Gro Co 
Alexander, E D 
Allen, Mrs E S 
Anderson, Ole 
Anderson, J H 
Anderson, C D 


4 3 0 Coffey , Francis 
3 0 7 5 Coffey , Thos B 
15 Barron, C W 
25 Cline, Oscar 
5 Barton, L M 
1 5 Coleman, A J 
3 25 Baum, Flora 
3 3 5 Collins, Geo 
220 Beckingham. Harry 
155 
Collings, Geo 
29 5 Baum, W D 
4 80 Beier, Wm 
5220 Bennett, W H 
2 0 Berogman, Norman 
75 Bokhof, C H 
665 Boon, Oscar 
25 Bott, Chas 
4 5 Bowser, P C 
315 Boy er, J am es II 
150 Boy er, Henry E 


, „ 
60 
c o 
7080 Finnegan, J am es 
i l i 
16 5 Dixon Fruit Co 
770 F ish, J osephine 
t / ’ 
2 0 Dixon W holesale To- 
Fish, Rebecca 
'» 
20 bacco Co 
19 85 F ish, Lewis 
;'O0 
Dixon Casket Co 
1000 Fishback, Henry 
27 5 
Dixon Floral Co 
135 Fischer, J ohn 
35 Dixon Concrete Co 
210 Fitzsim m ons, J ohn 
50 Dixon Cereal & Feed 
Flanagan, Margaret 
20 
Co 
159 5 Flannery , Mrs Hugh 
, 
®5 Dixon Grocery Co 1765 Flem m ing, 
W H 
3 5 
Coakley , G Sherw ood 
2 0 Dtxon Loan 
& B uild- 
Fogartv, Anna 
3 5 
Coak ey , 
Geo is 
9 9 
nig Assn 
175 Ford, W G 
7 5 
I oakley , 
P S ^ 
15 Dixon Machine Shop 125 Ford, Thos 
25 
Coakley , 
Harry 
p 
20 Dixon Leader Co 
1005 Fordham , H L 
3 5 
Clay ton, 
1 \V ^ 
650 Dixon Pure lee Co 
235 Fordy ce, Riley 
2 0 
*oak e-v* 
^ 
L 
2 0 Dixon W ater Co 
19 500 Form an, Frank 
170 
Coakley , J ohn s 3 t 
16 Dixon Realty Co 
135 
Coe. H M 
^ j 
120 Dorter, M J 
85 
Coffey , Mary 
. ^ , 
2 0 p od ge , s S 
20 Dodge, O B 
20 Dodge, Annie 
135 Donovan, J ohn 
20 Donovan, Dan 
20 Dornhoefer, J ohn 
20 Downing. Geo J 


85 Grover, Blake 
330 Gvlleck, O T 
160 Guptill, Ella 
600 Gagstetter, Ben 
245 Garrison, C A 
65 Gaul, Abe 
20 Gaul, Arthur 
15 Gen nett, Mrs A M 
20 Gephart, Wm 
20 Gigious, W W 
20 Girton, Wm 
35 Godfrey , Katherino 
2 0 Goodsell, E M 
75 Goody ear, J S 
1655 Goody ear, W E 
95 Graehling, Geo W 
20 Graham, Michael 
20 Graham, Patrick 
580 Graves, Ed 
440 Graves, Martha A 
3820 Griffith, Reuben 
25 Gullion, T J 
25 Gallagher, J L 
20 Grove, Chas E 
85 Gardner, J C 
140 Garrison, Stana 
15 Gaul, LeRoy 
45 Gibson, Geo A 
615 Griese, W ilhelm 
15 Gilmore, C II 
700 Godt, J E 
635 Green, J ulia 
15 Green, J oseph 
20 Green, Patrick 


25 Harvey , DouglassGray 60 Key ser, J ohn F 
2 
H artwell 
J L 
160 Kidd. J am es W 
9 0 J J aupt, J K 
20 King, Sarah A 
20 Heckman, Levi 
35 K ing, 
J ohn W 
9It Heavens, Mrs Luella 
2 0 
Kinzey , W H 
Tsn 
G« ° p 
15 Kime, Ura 


9 0 I ienry > J H 
280 Kiines, W II 
Hennessy , Patrick 
15 Herb 8t, J ohn 
20 Hess, Harry L 
25 Hibarger, A C 
1 7 0 Helfrick, Chas 
55 Hill, T J 
9 5 Hill, J D 
116 Hill, C E 
55 Higley , Henry 
4 0 Hitchner. S 1) 
210 Hobbs, Albert 
1 6 Hoefer, I B 
20 Hofmann, J ohn 
95 Hoffman, Christina 
6 ;’ Holbrook, Agnes C 
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450 Newcom er, F X Cons 
116 
Catherine McMey ers 35 
20 Newcom er, F X Exec 
16 
Mrs Theo Van Est 
25 
3S85 
1535 Newcom er, F X Ext & 
20 
Trustee Henry 
300 
Lenhart 


20 î ï ender^ 
n U Sp€ nCer W 
Laidig] Chas 
Haas, Ed Sr 


125 
110 
20 


235 


J O Haas, Ed J r 
“ 45 Hanson, Anna 
« 
Huffman. J P 
„ , Harrington, C E 
79 Hoban, Anthony 
29 Ingraham, Hester 
4 9 Ivan, W alter 
Ives, C H 
I N U Co 
Ives, C H 
Inichen, J oseph 
‘ 9 Ites, Geo 
Ives. C H 
4 4 9 J acobus, W 
4° J am es, David 
89 J am es, J ohn 
“ 9 jasper, Thos 
J enkinson, G B 
69 J ensen, N H 
99 J etter Louis 
“ 9 je w e l Tea Co 
49 9 J ohnson, Martha 
J ohnson, Otto 
J ohnson, R L 
4 
" J ohnson, Howard 
4° J ohnson, B F 
J 0 J ohnson. C J 
2 9 J ohnson, S E 
65 J ohnson, Rev J J 
'•y ' J ones, W alter J 
6 J J ones, J ohn L 
4 4 “ U J ones, F B 
79 J ones, Melvin 
J ones, Eimer 
4 5 J ones, Harry C 
“ 9 J ones, Celia 
“ 9 J ohnson, Sarah E 
J ones, J O 
“ 49 jon es, W C 
2 7'* J ordan, Mrs Rose 
“ 9 J oseph, Ollie 
“ 9 J fjy nt, Fred 
450 


8:» Laing, Geo I) Co 
Lally , Martin 
"9 Lally , Patrick 
90 Lambert, N ellie J 
;;8 6 Lambert, W ay ne 
2 69 Lane, B F 
“,l 
Larkins, Chas E 
*>0 Larkins, (’has H 
5 0 Lauder, J E B 
Lawton, Frank H 
Lazier, H A 


5670 
405 
449 5 Heake 
Thos 
20 
7 20 
3 5 


Leake, J arvis 
Leake, T W ilbur 
Leake, I) C 


20 
20 
20 
245 
65 


;’9 Leake, Mary ett 
Langan, J ohn A 
Leake, Russell 
Leake, Chas R 
Lebowich. Henry 
Lehre, U L 
9 ‘* Lehre, Alfred 
2® Lee, Wm R 
Leggett, Thos 
Lehman, S W 
Lehman. W W 
Leith, E T 
Leland, A W 
Lemraer, Gust 
Lengel, A T 
Lenox, Margaret 
Lerdall, Theron W 
Leslie. W S 
Leti. M ax _____ 
Levan. A J 
Levi, A 
Ley dig, Henry 


15 
180 
45 
60 
135 
265 
140 
20 
50 
150 
20 
20 
15 
20 5 
155 


4 9 9 Martin, Lawrence 
45 Martenson, Axel 
“ 9 Martenson, Nels 
4 5 Martenson, J M 
“ 9 Massen, Eleanor 
24 65 Mathias, Lee 
4 ^ Mathias, Geo 
2 5 Mathias, Fred 
79 Meppen, Wm 
Medley , G Thos 
9 9 Merlo, J ohn 
“ 9 Messer, Frank 
25 Mey er, A E 
2 5 Miller, Irwin 
69 Mighell, Ira 
1 0 0 Miller, Theron 
4 50 Miller, I) G 


11435 
Arthur 
1540 Miller, H arvey 
7 0 Miller, J ohn 
4 0 Miller, L W 
1 7^ Miller, Louise 
660 Miller, Ward T 
2 0 0 0 Miller, A ugust 
2 0 Miller, .Roy 
2 5 Miller, Alice 
1 8 5 Miller, Quincy 


20 
Co 
20 Nicklaus, Edw J 
15 Nicklaus, Fred 
40 Nichols, A II 
75 N ichols, H S 
8 25 Nixon, Wm 
20 Nicolosi, Em anule 
49 15 Nokkes, Wm A 
85 Noble, C H 
3 5 Noble, Henry T 
125 Noble, 
Frances 
3550 Nolan, Michael 
15 Norberg, Mrs. Ella 
50 Northrup, Ly le 
15 Northrup, C M 
40 N ow ell, Edna 
60 Nelson, Edw A* 
20 Nettz, Anna 
Nettz, Geo 
Nettz, J ohn 
Nettz, Stuart 
Nesbit, Chas F 
Oddy , J oe 
Onnen, Chris 
Onnen, Geo 
vOnnen, J C 
O rtgiesen, J ohn 
B 


25 
25 
210 
3025 
2 1 0 
29 5 
15 
120 
15 
Miller, T J & Sons 3445 Ortgiesen, J acob 


' ' 
Ley dig. Louis 
Lightner, Geo 


J udd, Clinton 
2¡¡ J udges, J erry 
J U 
2 0 


Lightner, J W 
Lightner, J N 
Lightner, D J 
Llevan, J II 


785 
20 
15 


8 ; ! Llevan, Win 
Lievan, Rachael 


75 
315 
30 
45 


J uelfs, Albert 


’¡ÜÜÏÜ’ 
XI fiwnr Linderman, C W 
Ü. v 
tÍÍ 
I n Linderman, C V 


100 
60 5 Minnehan, Dennis 
j 5 0 Minnihan, E ugene 
1 2 0 Minnihan, J ohn 
2 7 5 Missinan, Eliz D 
1 5 Missinan, Wm 
2 0 Missinan, Herman 
2 o Missinan, Geo I 


4 5 Moats, A L 
3 5 5 Moeller, W T 
4 65 Moeller. A C 
2 0 Mocklin. J as 
1 5 Morey , Henry 
7 5 Moore, Asa 
1 1 0 Moore, A F 
U 0 Moore, Y’arrick 
2 0 Moore, J ohn 
4 5 Moonle, Annie 
2 5 Moore, Annie C 
2 0 5 Morris, F E 
2 7 60 Morrison, C B 
0 3 4 5 Morrison, Frank L 


Ortgiesen, Maurice 
Ortgiesen, F C 
Ortt, E K 
% 
Ortt, R K 
Osborne, Estella J 


2 0 
2 0 
20 
55 


Osbofne, Harry 


20 
Osborne, E N 


Linderman, Florence 
2 5 0 Moser, Oscar 
zu , 
--------- „ 
Mossholder, C E 


9 5 Eells, Bess Pauline 9 225 Gilbert, W W 


4670 OHsenheimer, A L 
1680 Holwày , T A 
167 
Geisenheimer, A L 
Holt, Harry 
3610 
& Co 
_ 
14 495 Gettier, Nora 
6270 Gerdes, Harry E 


200 Kichenberg, Geo 
60 Eichler Bros 
20 Eichler, Max 
Eichler, iBador 
51650 E gler, J acob 
50 Egler, W m 
10 Eggericks, Harvey 
25 Elliot, A E 
25 Elliot, W alter 
60 EUingwood, Elmer 
20 Em m ert, H H 
300 Em m ert, L W 
250 Em m ert, Chas 
20 Emory , Annie 
225 Emory , J ohn 
20 Engel, Christina 
755 Ennis, M J 
20 Enright, J ane 
65 Epstein, M 
715 Erbes, Wm 
1000 Erwin, J ohn 
15 Espy , R H 
515 Evans, L R 
385 Eastm an, Chas H 
9 70 Earll, W S 
850 Eddy , Louis 
80 Edwards, L E 
9 16 Edwards, Maurice J 
1720 Edwards, Geo 
I 


39 Giltenane, D J 
4 635 Girton, Mary C 
3 40 Girton, M A 
1850 Girod, H 
2r» Gitt, Geo J 
29 Gitt, Maude 
« 7 0 Goff, Chas 
29 Olavin, J oe II 
f>9 Gleim, W 
1 ^ Glessner, J ohn U 
« 49 Glessner, J ohn 
2 0 Good, L C 
29 Goodrich, A W 
49 a Goodrich, Clara 
« 9 9 Goodwin, I N 
2 0 Godfrey . C C 
49 0 Gonnerman, C 
19 80 Gonnerman, Ed 
39 Gorham, Thos 
« « Gorman, M 
79 Gossard Corset Co 
5» Gosxman, A C 
Graf, G A 
5 5 Graff, A J 
89 Graff, Mrs. J oseph 
29 Grant, Em m a 
4 49 Grand Detour Plow 
9« 
Co 
2 1 0 Gray , C H 
y 


3335 H olwick, C A 
15 Holz, Robert 
19 0 H om m el, W H 
825 Hooker, J ulia M 
35 Hoover, E zra 
2000 Horton, I) S 
30 55 Hortnski, K atherine 
20 H ousem an, Caroline 
75 H owell, J ane E 


J unk, Ira 
J acobson, L E 
J effries, Mrs E E 
3 5 J effs, Delia 
40 J enkins, T A 
15 J ohnson, Chas WT 
465 J ohnson, E L Est 
2 0 J ohnson, Chas A 
30 J ohnson, L C 
49 J ones, Higgle 
49 J ohnson, Anna K 
35 J ones, Mrs Cy rus 
625 J oy nt, Win 
20 J ohnson, G H 
75 J ohnson, Chas 
89 J urieka, J oe 
29 J urieka, J ohn 
70 J eanguenat, G L 
55 Kalebaugh, C H 
345 Kanzler, I’ li 
26 Karneth, Max 
3 50 H ow ell, E N Hdw Co 2775 Kachos, Thos 
15 Hoy le, J W 
220 Hoy le, Frank W 
160 Hoy le, B F 
25 Huff, Harold 
15 Huff, J am es 
20 Huffman, Harry 
15 H uggins, S E 
25 Huggins, J esse 
60 H uggins, Andy 
i6 5 H uguet, C M 
1480 H uguet, Sarah 
40 H ults, Thom as 
45 Hutchinson, W W 
20 H utton, J ohn 
150 Hy de, Chas 
I 8 60 Horner, Ephriam 
510 Hucker, E 
25 Harding, C B 
30 Harkins, Wm 
25 H anneken, A II 
Harris, A G 
11120 H asselberg, A R 
55 Haas, Ed J r 


110 Kartman, Daniel 
75 Kay . A J 
75 Kay lor, A L 
15 Keefer, Geo 
20 Kearney , Annto 
1015 Keenan, J II 
740 Keegan, Patrick 
20 Keith, J ojin L 
2 0 Keller, J ohn 
175 Keller, Mark C 
50 Keller, Mark C Guard 


40 .........— 
. - W 
185 
r "ns 
5 5 Linderman, Nancy 
1 5 Lindsley , Arthur C 
j 0 Lindstrom, F G 
5 0 Lockett, A J 
2 6oo Loescher, L W 
65 Loft us, J ohn 
80 Lohr, J am es 
25 Lough, Ira M 
2 0 Loveland, Geo C 
10 Long, J acob E 
4 5 Long, Chas 
55 Long, Mrs W C 
270 Livingston, A L 
4 0 Lord, P G 
40 Lostettor, Dave 
1380 Lowery , J ohn E 
15 Lowery , Frank 
2 0 Lowery , J oe 
15 Lowery , J ohn H 
100 Lowery , J ennie 
20 Lloy d, Eli B 
250 Ly nds, M M 
2810 Ly ons, Harry 
20 Lum sden, E C 
65 LaCour, Carl 
20 Laing, J ohn T 
525 Laing, M D Est 
25 Lapham, C H 
35 Law, D H 
480 Leake, J H 


Moy er & Schumm 
2 2 0 Mulkins, H attie 
m nn M ulk|ns. Fred 
4 9 9 9 Murphy , Celia 
Murphy , E S 


- - Osborne, Clarence 
1 £ Osborne, Grace 
Osbaugh, F 
G vefstreet, Fred 
ir Owen, Angus 
’* Owen, Thos 
Odenthal, Wm 
òr Oweas, Andrew 
jr Owens. E B 
Owens, Frank 
7 rn Ortgiesen, Geo 
F 
•>cc Odenthal, Fred 
Osbaugh, I) W 
“ J , 
O’Connell, Phil 
f Z O’Conner, C L 
O’Malley , J ohn J 
1 . on O’Malley , Geo 
, 7n O'Malley , Mary A 
O’Malley , Mary 
O’Malley , Em m a 


25 
O’Neill, Michael 
,,aiI 
2 5 G'R °u rk e» Mary J 
Murphy , Mrs O A Est 630 {> K ane* Percy 
o.» 
Moss, Z W 
150 O’Kane, Chas 


Murphy , Dan 


220 
Morris, Belle 
29 Musicnote Roll Co 
21) My ers, A L 
89 0 5 My ers, Geo 
4 5 Mall, Sam 
419 March, Isabella 
29 Martin, Herbert W 
69 Martin, A E 
50 Marks. Phil 
29 Manahan, Frank 
49 Mason, E llis 
4 5 Mathias, Lee 
? 5 May , Chas W 
29 Mensch, J ohn 
29 Meese, Celia Herd 
210 Mey er, Chas H 
2 2 5 Merriman, Guy 
39 Miller, Guy 
4 50 Miller, Ray 
« 5 Miller, Hugh 
129 5 Miller, T J 


6 7 0 O’Malley , Ellen 
805 O’Malley , Andrew 
25 O’Connell, Ed 
25 Palm er, J F 
1 j 5 Palm er, F D 
3 5 Palm er, F D Admr 2$ 26 


19 35 j 


700 
15 
25 
215 
70 
3 5 
176 
15 
1015 
9 0 
1265 
15 
10 
220 
415 
25 
26 
120 
80 
720 
30 
100 
76 
125 
2 0 
25 
1 2 0 
2 0 
25 
55 
45 
50 
1005 
70 
2 0 
19 0 
2 0 
2 0 
725 
15 
15 
15 
15 ! 
270 
15 
625 
55 
; 75 
50 
15 
45 
240 
2 0 
30 
36 
» 70 
25 
15 
15 
2 0 
15 
150 
9 440 
25 


50 Paddock, J ohn 
20 Palmer, C M 
1 9 5 Pankhurst, Mary E 
30 Parke, P J 
9 0 Parker, E W 
25 Parker, W R 
20 1’arsons, E C 
45 Pappas & DouloS 
185 Paine, Lester 
60 Patterson, S H 
315 Pelton, A E 
85 Pelton, C F 
120 Pelton, Sam 
55 Pennington, C H 
3 45 Penny , Arthur 
« « Miller, T J & Sons 
270 Penrose, Mary 
389 0 Miller, Chas E 
85 Miller, Catherine 
2 725 Miller, Lloy d C 
Lebowich, Henry L 
110 Miller, L B 
80 
1 0 0 0 
L e n ox ,|W II 
35 
85 
Kelly , P C 
85 
Lenox, David 
1115 
2 0 
Kelly , J ohn 
2 0 
Lennon, J B 
225 
45 
Kelly , Kate 
45 
Lehman, W W 
40 
55 
Kelly , L J 
75 
Leslie, W S 
60 
65 
Kelly , Chas 
25 
Lewis, Lloy d G 
3 5 
35 
Kenaga, W 
O 
30 
Lewis, M M 
4 25 
25 
Kennedy * J C 
25 
Levi, J acob 
2 0 
1085 
Kennedy , S T 
15 
Lightner, L L 
25 
55 
Kennedy , J P 
265 
Lindsey , Wm 
45 
2 'J Kennedy Music Co 
1250 Lindsey , Elizabeth 
190 Kennedy Cigar Store 240 Logan, F M 
20 Monahan, M C 
, T 
Morrill, N A B 


35 Penrose, J ohn 
40 Petersberger, J os 
75 Pappas Bros 
40 Peterson, J J 
35 Peterson, Ole 
75 Peterson, O H 
25 Peterson, J ens 
20 Petit. Gust 
110 Petit, A lbert 
105 Petit, J u les 
4 5 Petit, P aul 
20 Petit, Eloise 
3 60 Potre, Louis 
90 
2 0 


20 
20 
29 5 
15 
220 
130 
220 
400 
15 
250 
20 
15 
25 
15 
20 
25 
20 
59 55 
8 6 
40 
20 
40 
.2 5 
20 
20 
20 
20 
20 
262(1 
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COMING EVENTS 


It 
W ednesday . 
Palmy ra Riutual Am, Mrs. Aaro n 
Book. 
St. James lied Cro ss. Unit, 
Mrs. 
J ohn Patterso n. 
Riverside 
Red Cro ss Unit, River­ 
side Scho o l Ho use. 
Lady Fo resters Picnic, Mrs. Geo . 
Schorr Residence. 


Lov eland lp ’tl Cross 
There will be no meeting o f the 
Lo veland Red Cro ss unit this week 
but a meeting is planned 
fo r 
next 
week to he held at the ho mo o f Mrs. 
Albert Hauetcr. 


>'J * IV * Thursday , *' 
German Lui iterati /*nl, Church. 
St. Jam es Missio nary, Mrs. Em m a 
•Geisler. 


M. K. Pray er Serv ice 
Prayer meeting will be held at the 
¡Metho dist 
church 
this 
evening 
at 
7 : HO. 
The subject 
will be, 
“The 
Christian and his Bible.” 
Will yo u 
be present. 
Each Christian needs the 
ho ur o f prayer. 


Walton Red Cross 
\ meeting o f the Walto n Red Cro ss 
Harmo n M. E. So cial Circle, Mrs. i nit will be held at 2 o 'clo ck Thurs- 
J ames Mannon. 
Roy al 
Neighbor 
Hull. 
Ai. E. Fo reign Missio nary Church 


meeting, 
Miller 
day afterno o n at St. M ary’s hall, 


- - • __ 
St. P a ul’s Cho ir 
Pa ul’s cho ir will meet fo r re 
lj* 1 o ro ipn id -xio nary Church. I 
St. P a ul’s cho ir will meet fo r re 
VValto n Red Cro ss, St. Mary’s hall, hearsal Thursday evening at 7 :45. 
Christian Missio nary, Mrs. F r a n k )Everyo ne is urged to be present. 
Spiller. 


An invitatio n was received by the 
Wo men o f Mo o seheart 
Legio n 
at 
.w 
, 
„ 
their regular meeting last evening to 
Latidlelighters Picnic Sunner Xlrs 
*,»• 
n 
»*, 
. . . 
F C. Burdick 
w r' 
' J*>m with the Mo o n* in a so cial time 


I 
^ 
Friday , 
*r 
Sterling M. E. Missio nary, 
Mr» 
Geo rge Ro ss, Harmo n 


To ured Lake Regio n. 
To Po wer’s Lake 
Mr 
^ 
and so ns’ i 
Mr* 
Mrs. Mackh and daughter, 
Dick and, rpiii, o t 
hicago and 
her 0 f Ambo y, m o to red to Po wer’s Lake., 
the 
summer 
ho me 
o f 
Mr. 
Mackh’s parents and 
spent 
Sunday 


Returned fro m Dells. 
The 19 members o f 
the party to 
the Dells, Dr. and Mrs. Rasch o f Chi­ 
cago , and Mr. and 
Airs. 
Herm an mo ther, Airs. M. Jo rdan 
and a u n t , \ y: s 
Rasch, Mr. and Airs. E. H. English, Miss McGinnis returned 
to Dixo n 
o n ’ 
' 'f 
Air. and Airs. Lager, Mr. and Mrs. E. 
Sunday fro m a 
several days mo to r! .. 
M. Go o dsell, Air and Airs. Harry Ro e, trip thro ugh the Wisco nsin lake re- 
1 
thejn, 
daughter and so ns and Air. and Mrs. gio n. Airs. Do nahue and so ns 
re- 
W. C. Durkes 
and two daughters, mained to visit Mrs. Jo rdan while 
returned yesterday 
fro m a week’s Air. Do nahue returned to the city o n 
trip. While at the Dells they stayed Mo nday. 
at the Pines and later went to Oeo n- 
The Do nahue family in co mpany 
o wo c. Mo nday and part o f Tuesday with a party o f Chicago friends, three ,)ast year as head trimmer 
in o ne* 
o f 
was spent at Lake Geneva. Pleasant cars, expect as so o n as the weather 
l,ie millinery s.’-ves 
fho xo and will 
weather added to the 
pleasures o f permits to mo to r east o n an extended spend the summer* vacatio n i t her 


CHI CAGO MARKETS 
TOO LATE TO CLASSI FY 


Himons, Day A Co., Chhago, 


For Sunim'V Vacatio n 
Miss A'argo rie L*\sBo lias returned 
fro m Belvidefe who re she spent Tin* 


the trip. 
trip. 


Entertained. 
Airs. Co llins Dysart entertained a 
few'ladies Mo nday. 


ho me here. 
Miss Leslie expects to go 
to Chicago in A agir*. 
*v 


St. Ann s Guild, St. Luke's Church. 


Saturday . 


fo llo wing the regular meeting o f the 
Lo yal Order o f Mo o se at the A’o o se 


Auxiliary Picnic 
A delightful picnic was enjo yed by 
the members o f the Girls' Junio r Aux 
iliary o f St. L uke’s church between 
sho wers yesterday. 
Air. Campbell 
Fro ln Chicago , 
to o k the party o f 18 o r 20 girls, and 
Air. and Airs. M. 
II Vail have 
as 
Rev. and Mrs* H. M. Babin and 
Mrs. guests, arriving last night, Wm. 
M. 
Babin, Miss Franc Ingraham, Airs. 
Ho yt and Mrs. A. M. Fuller o f Chi- 
Ca nip bell, Aliss Cramen Dement and 
cago , 
bro ther and 
sister 
o f Airs. 
Miss Alary Mo rriso n, in bis launch to Vail's mo ther, the late Mrs. Bennett. 
Lo well park at 2:20 in the afterno o n! 
— -—*------- 
Swimming and games were enjo yed ! 
With Grandfather. 
, 
. 
and a picnic supper, and befo re the! 
Henry Bo kho f 
is visiting in Ro ck 
e 
1'v, M< 1!ds at o inner last evening 
party returned to Dixo n several miles 
City with 
his 
grandfather, 
H. C. 
mo re o f river scenery were enjo yed 
Bo kho f. 
by a further trip by bo at. 
I 
* 
--------* 
------*------- 
To Terra < o tta. 
j 
Airs. H. A. Lazier and two children daughter, o f Po lo , visited the fo rm er’s 
Do ro thy leave to day fo r Terra Co tta 
to visit mo ther, 
Airs. Jo hn Po well, 
o f 114 
1 o o rster. 
¡Third 
street, who 


Dinner Guest 
Air. Watkins, o f Misso uri, was a 
dinner guest at the ho me o f Mr. and 
Airs. J. M, Batcheldo r 
o n Tuesday 
evening. 


Guests at burn er 
Mrs. F. J. Ro sbro o o k entertained 


fo r Mrs. Ro sbro o k, o f Peo ria. 


Co rn— 
Sept 
155 % 
156% 
1 55% 
156 % 
July 
I 58 u 2 
154 % 
152 y2 
154 Vz 
Aug 
155 
15 6 \* s 
1 a 4 *. 
h 
.15 5 % 
Oats—- 
Sept 
69U 
70 % 
69 % 
7 0% 
July 
74 Vè 
7 5 % 
7 4 % 
7 4 % 
Aug 
71 
71*% 
7 o y¡¿ 
7 0% 
CASH GRAIN— 
Barley— 100 to 123. 
< ’o r n— 
* 
i; 
3 mixed— 175 to ISO. 
- 
j 
2 yello w—-18 5. 
’ T 
O 
4 yello w—-1 70. 
5 yello w—-160. 
J: 
m ê 
* '« rtf'* 
6 /ello w— 165. 
5 white— 
í 
^ • 
175. 
M i f f 
0 winte - 143 to 160. 
*4 
Saui pie grade— 80 to 140. 
m 


Air. 
\ ¡siting Mo ther 
and Mrs. William Po well and 
Picnic At Lo well. 
Misses Grace AI. Byers, 
Gullio n, Do ro thy 
Raymo nd, 
Alice her mo ther, Airs. 1 
Co ppins and Lticile Frye will go to ; 
*—----- 
Lo well park this evening wherp they, 
Returned Ho me, 
will enjo y a supper. The trip to th e ' 
Air. and Acre. Fred Wilso n, J. O, 


fro m an illness. 
is co nvalescing 


park will be made in the E. H. Web- Winders and the latier’s daughter, j 
ster launch. Upo n the return fro m Aliss .Mildred, 
and 
granddaughter.' 
J the park the yo ung ladies will be en Helen Lane, who have been visiting i 


W o m an ’s Club Meeting and Picnic Ju,y 
T!ie regular business o c- 
Supper, Nancassadde Lo dge, Assem- r*io d thf> members 
thro ugho ut the 
bly Park. 
’ 
j meeting. 


Do nee at 7x« vell 
Prepared fo r Lecture 
The Sho e-makers’ Pleasure Club, 
Members o f the Unity Guild met at 
"ill give their 
Wednesday evening the Peo ple's church Tuesday after- 
dance to night 
at Lo well Park. 
The no o n and made the basement, which 
Mando lin ( luh will furnish the music, 
has been undergo ing repairs, present- 
* 
— 
able fo r the lecture which is 
to he 
At Presbyterian 
given 
there 
to night 
New members will he received into Alden. 
the Presbyterian church next Sunday 
_____- ____ 
mo rning and the Sessio n will meet at 
Ail} 
nir 
r:r r 
T h - “ 
* 
* 
< 
* 
membership. 
» or 
o r .e e 
K v .» * .« ,., 
char,.h 
are 
ho lding an all day wo rk meeting at 
the 
church 
to day and jo ined in a 
scramble luncheo n this no o n. 


club ho use 
o n 
Thursday 
evening, itertained at the ho me o f Aliss Gul- at the ho me o f Mr. and Airs. \\ 


to 
by Dr. C. A 


Entertained 
Miss Lucille Jo nes entertained a 
....... ^ 
j co mpany o f twenty at hty ho me, 303 
lio n where thev will remain during Winders, left this mo rning fo r their ¡^- Sttnnd Ft « <0 . in ho no r o f Air. and 
the night. 
ho me in Deep River, la. They w e r e , Mrs- 1* J. Mo ersehbacho r, who have 
t 
'here to attend the Winders family returned fro m their wedding trip and 
Xachiisa Guest. 
; reunio n near Sterling. 
¡are no w making their ho me here. Five 
Airs. Rising o f Chicago is a guest 


Oats— 
m 
2 white— 7,8 to 7S 3-4. 
T 
8 white— 7 7 8-4 to 7,8 1-4. « *. 
Standard—-78 to 78 1-2. 
LIVESTOCK— 
Receipts to day: 
Ho gs— 1 7,0 0 0 . 10 to 15c higher. 
Bulk o f sales— 1 665 to 1735. 
Mixed— 163 5 to 1700. 
Heavy— 1700 to 1740. 
Ro ug h — 1560 to 1620. 
Light— 1690 to 1745. 
Cattle— 7000. steady, to p 1810. 
Sheep— 6000, stro ng. 
Estimated to mo rro w: 
Ho gs— 31,000. 
Cattle— 13,000. 
* 
* 
Sheep— 12,000. 


To New Mexico 
Majo r I. E. AIcLareti and wife have 


FOR SALE. 7 vo lumes n i Cyclo pedia 
of Engineering. Phone K6 07 or 
call at 411 S. Galena Av e. 
15 6 2 
. 
. 
.. 
Education for All. 
The higher education of the v illage 
and city y outh, together with n modi* 
cum of the country y outh, with only 
the fifth to eighth grade for the best 
Mood of the state, may stand for the 
educator’s ideals, !>ut it is bad for the 
country as a " hole. 
It tends to make 
aristocrats of the poorest and aiav fa 
of the best blood. 
Education is fot 
all, not for a fav ored few.—J ames A« 
Garfljdd. 
« 


— ........ 
' 
- 
r« « M! 
Perfect Agri cul ture. 
Liebig, the great agricultural inv es­ 
tigator, said: 
“ 1 shall be happy if I 
succeed iu attracting the attention of 
men of science to subjects which so 
j well merit to engage their tuleots and 
energies. 
Perfect agriculture is the 
foundation of trade and industry ; It Is 
j the foundation of the riches of states. 
Due a rational sy stem of agriculture 
canTOt tie fnrmrTF-wfthout the appfl» 
cation of scientilic principles to soils, 
crops, actions of manures 
and nu- 
i tritiou.” 


4 
W 


(¡race J unJ or < lioir 
The Jun io r Cho ir o f the 
Grace 
Evangelical Church will meet at the 
church this evening at 8 o ’clo ck fo r 
rehearsal. 
Visited in Carthage 
Mrs. A. L. Allller returned fro m a 
visit with her mo ther and sister at 
their ho me in Carthage, 111. 


- — • 
• — 
With Mrs. Bass 
Airs. Co nrad Smith came fro m Ash- 
so cial to be given at the ho me o f !to n t0(lay fo be tll<* guest fo r several 


Ire (Team So cial 
The W o m a n ’s Relief Co rps ladies 
are spo nso ring a public ire cream 


Mr. and Airs. C. H. Staekpo le, 223 
Linco ln Way, this evening. 
Everyo ne 
, 
m u r n m 


days o f Airs. Bass, 210 Dement ave. 


invited. 


Christian Missionary 
A mo o ting o f the Missio nary So c­ 
iety o f the Christian Church will he 
held at 
the ho me o f M rs. F r a n k 
Spiller o n Thursday afterno o n at2:30 
o ’clo ck. 
Eery member sho uld be pre­ 
sent. 


Publir Inv ited 
W. R. C. Ice Cream So cial this o ve- 
ing at the ho me o f .Mrs. C. II. Stack- 
po le, 22 3 Linco ln Way. 


Dinner at Tav ern 
Mr. and Airs. Al. Do o little and Air. 
C. Crawfo rd dined last evening at the 
Nachuaa Tavern. 


. 
• 
Fro m Ci t y 
Air. and Airs. Pitch 
mo to red 
o ut 
fro m Chicago Saturday with the W. 
W\ Gilberts 
and 
returned 
Mo nday 


mo ,'nl,,K- 
_____. _____ 
n . i . » . 


Guest ¿it Gamp Grant 
Miss Mary Ro sbro o k. o f tiie Sterl­ 
ing ho spital, is visiting her bro ther, 
Sgt. Jo hn Ro sbro o k, at Camp Grant. 
— 
• 
TT 
Will Co me To Dixo n. 
Fo urteen Sterling ladies will co me 
to Dixo n Thursday to play go lf with 
Dixo n ladies at the Co untry club, the 
latter serving a luncheo n at no o n. 


Alo to r Trip. 
Air. and Airs. AI. H. Vail, daughter 
Co nstance and Mary Co nstance Win- 
gert are ho ve fro nt a trip to Oco no - 
mo wo c and the lake regio n o f Wisco n 
ani in celebratio n o f the birthdays o f 
thetwo little friends, Henrietta and 
Mary Co nstance. 
The r turn 
was 
made by way o f Lake 
Geneva and 
Ro ckfo rd. 


\ . Div on Girls, Attention 
All the girls o f No rth Dixo n bef- 
tween the ages o f twelve and twenty- 
o ne* are invited to beco me members o f 
the canning club 
which is being o r­ 
ganized 
fo r 
the No rth Side girls. 
Tho se 
interested 
are requested 
to 
telepho ne their names to Miss Helen 
Bro wn, leader. 
Already seven girls 
have jo ined. 
There are no dues to 
this club and the o nly o bligatio n is 
to can during the sum m er twenty- 
live quarts o f fruit o r vegetables. 


I*. X. G. Club Picnic 
A!embers o f the Past No ble Grands 
club o f the Rebekah Jo d^e will enjo y 
a picnic at Lo well Park o n Saturday, 
taking with them bo th a ^ cnic lunch­ 
eo n and supper. 
Each 
member 
is 
privileged to have o ne guest. 
The 
trip to the park will be made by bo at. 


Send the Ev ening Telegraph 
to 


y our soldier boy . 
It is as good as a 


letter from home. 


Thirteen 
Years 


F ittin g Classes in 


Dixo n is Prestig e 


Dr. W. F. Ay delotte 
Neurologist and Health Instructor 
f2R Crawford Av e., Dix on. Illinois. 
Phone 16 0 for Appointments 


NOTICE 


Although 
ev ery thing 
con­ 
nected with my business ha9 
adv anced, my prices remain the 
same: 
Plain shampoo, 5 0c; with hot 
oil or witch h azel 
7 5 c 
Curling and dressing 10c to 25 c 
ex tra. 
Hair dressing 
25 c to 5 0c 
Manicuring 
................................5 0c 
Facial m assage, $1.00 per hour. 
Facial m assage, per half 
hour 
....................................... 6 0c 
Switches made from comb­ 
ings, per ounce ...................5 0c 


FLORENCE 
E. 
DUSTMAN 
Beauty Shop 


Pro minent Men Address Club 
The fo rty-five members o f the I.ce 
Co unty W ar Mo thers Club listened to 
two delightful talks given them yes­ 
terday 
afterno o n at 
their 
regular 
meeting by Jo hn H. Byers, secretary 
to So ngressman .McKenzie, and State 
Representative Jo hn Devine. bo th o f 
who m talked o n the war and the go o d 
that such an o rganizatio n o f mo thers 
may acco mplish. . It was no ted that 
Lee Co unty has o ne o f th. few such 
o rganizatino s and upo n this Co * la i*es 
were co mplimented, as examples o f 
pro gresssiveness. 
The regular busi­ 
ness o f the club was also attended to 
during the afterno o n and : num ber o r 
new members 
idmitto a. 
Th« 
next 
meeting, that o f July 23rd. will be 
addressed by Atty. Henry Dixo n, o f 
the lo cal exemptio n ho ard, and Jo hn 
M. Egan, o f Ambo y, pro minent Red 
Cro ss 
wo rker. 
T^ie 
members anti­ 
cipate ano ther delightful afterno o n. 


Circle Picnic. 
The Nelso n So cial Circle planned a 
picnic to he held o n the lawn at the 
Henry Phillips ho me July 3rd, hut, 
lo wing to the inclement weather, the 
previo usly 
prepared 
tables 
and 
benches were remo ved to the spacio us 
dining ro o m o f the Phillips ho me and 
all made merry and enjo yed the ex­ 
cellent 
scramble 
dinner 
indo ers. 
There were thirty present. 
This af­ 
fair was given as a co mpliment to 
Airs. Elizabeth Fo wler, o f Sterling 
and fo urteen o f her friends. 
The 
centerpiece o f the table was a huge 
angle fo o d cake with a flag fo r each 
o ne present placed aro und the bo rder. 
Upo n cutting the cake it was fo und 
to be red, white and blue. 
This was 
the wo rk o f Mrs. Fo wler. 
A so cial 
afterno o n was passed with music and 
so ng. 
The o ccasio n wag made the 
success 
it 
was 
by 
the 
Alesdames 
Henry and Wm. Phillips, who pre­ 
vio usly prepared a go o dly po rtio n o f 
the dinner. 
Tho se present fro m Sterling were 
the Alesdames E. Fo wler, K. T. Van 
Ho rne, R. W. Mitchell, J. J. Ludena, 
Geo rge Huber, Chas. Anderso n, Geo . 
Gerdes. Edward Haberle 
and 
two 
children,. J, N. Penco se_ 
Ro y Baer, 
Elo n Steen, W. E. Lo ng. W. G. Buck! 
Geo rge DeAIurray, L. B. Whiffin and 
Afiss Verna Ho o ver. 
A Kited iu Chicago 
Airs. E. J. Burke 
and « laughter, 
Alts. Jam es Bales, wo nt to Chicago 
Saturday and 
visited 
the 
fo rm er’s 
so n. Lawrence Burke, until Mo nday 
evening when they returned to Dixo n 


at the Nachusa tavern. 


-i 
9 . 
. ^ 


F ro m Mo to r Trip. 
Air.a nd Airs. H. T. No ble, Air. and 
Mrs. Fred Dimick and Utley No ble 
returned Mo nday evening fro m a five 
days’ mo to r trip to Alihvaukee, 
Ra­ 
cine and Chicago . 


Dinner Guests. 
Aliss Eells entertained at dinner o n 
Friday evening Mrs. Ro bert Sterling 
and Atlss Nernice Jo celyn, at the Na­ 
chusa tavern. 


hundred was the evening’s diversio n 
ROn° f° r n ten (,aya’ vlsit to New Mo x- 
•'*" 
Alajo r McLaren has received a 


COLD PACK METHOD 
IN 12 SHORT STEPS 


ICO 


F o r Air*. Mo crschharhcr 
Airs. Gro ver Ho berg, 
Miss 
Alice 
Ackert, and Aliss Claire Vnile will en- 
jtertain with a dinner party at Gra.v- 
Graco Missio nary 
I hill lo dge, Lo well Park, o n Mo nday 
The president, Airs. Philip Miller, D’yening, July 15th, fo r Mrs. P. J. | 


ten days’ furlo ugh fro m his duties at 
Camp Grant. 


Rebekah Lo dge Installatio n 
Officers o f the Alinnie Bell Rebe­ 
kah lo dge will 
bo installed at the 
entertained 
the 
members 
o f 
the j Aio erschbacher, 
neo 
Aliss 
Mildred 
OJi 
Friday evening. 
The 
y. 
!No ble Grand, Airs. Benj, Shaw*, Vice 
____*_____ 
Grand, Mrs. Alary Bro wn and secre­ 
t a r y, Airs. Filso n, re-elected, to gether 
Gi.cvis fro m DcKalb 
'with the o fficers appo inted by t h “ 
tty. and Mrs. Shaulis entertained No ble Grand will be installed. 


Accident While VKiting. 
Grace Missio nary'So ciety at her ho me !Haley 
Airs. Sutherland, who with her bus yesterday afterno o n. 
Airs. MiPer led : 
hand has been visiting her niece Miss the dPVo tio nal service and Aliss Jeffs j 
Maggie Fo rrest, and nephew, 
Jack preTOnted the le8So n studv nn Afrtca 
Fo rrest, hud the misfo rtune to break : 
. 
i n. „ 
her wrist in a fall Saturday. 
Mrs. 
n a mo st interesting manner, adding j at dinner 
Sunday Mlss Shaulis 
and 
Murray, a daughter, was no tified o f 
0 1,!' lllt( ,est b> 
« ^king questio ns Miss Anglemo ier, students 
o f the De- 
fhe 
accident and came 
« *ut fro m the 
which were answered by the differ-, Ka]b Xo r 
city to acco mpany her 
parents ho me. ent members. 
A mo st pleasing vio - 
• ------- 
lin » o lo wTag given by Aliss Irene Miller 
and Miss Mildred Zo rger gave tw*o 
*01<,,<,d to Divo n 
Sterling Gazette: 
A mo to r party 


•mal Scho o l. 
Dinner GuoMs nt Dix on 
Sterling Gazette: 
Mr. 
and 
Airs. 
Franl: Leno x who reside o n a farm 
near Dixo n entertained a party o f 
yo ung ladies at dinner o n Sunday. 
To Ho spital. 
and Miss All id red Zo rger gave 
....... 
Aliss Vio let Flo to is. a new assist- highly enjo yable readings. 
A pretty j . .. 
. 
-------- - ............ .. 
......... 
ant at the Public Drug & Bo o k Co ., little Italian sto ry, “ Pietro , the R o - i '1“ U(‘iIli? 
Aliss Jeanette Bruce o f The day was tho ro ughly enjo yed. The 
taking the placeo f Aliss Alarian Mil- m a n , ” was read by Airs. C. E. H i l l . , m a h a ; AIlsses 
Velma 
and 
Flo y guests included Mr. and ATrs. E rn est 
ler, who is taking a vacatio n befo re fro m a leaflet. 
Seventeen m e m be r s 1' ' °^* 
a '* Furling o f lio elt F’alls and,M eins o f Prairieville and the fo llo w- 
entering .Hi*1 Michael Reese ho spital and fiVe visito rs were present and 
Gehhardt and T). D. Lingel ing Sterling vo ting 
ladies, 
ATisses 


ler hHs a^’c'd y b« Pen 'a.’ceptcd"by ' th t',f,ne “ ew m em ber^-as ajlmitted. 
v l8 ltPd i " Dix on Sam lay i H« *le„ Lnran. Margaret and Mildred 
ho spital. 
\\ ith Husband’s Parents 
Airs. F. J. Kearns, who se husband 
is o n the W ar Trad.* Bo ard at W ash­ 
ingto n. D. C., is visiting his parents, 


Bates and Geraldine AIcQo rmack. 


After partially sealing jag» pt» gct 
them in hot water bath, say s thfll 
National War Garden 
Ccn tmUd a Hji 
W ashington, 
D. C. 
The pictux » j 
shows jars on wire rack being plactd 
in ordinary household wash bstipf* 
for sterilizing. 
Send the Commla- 
eion a two-cent stamp for free bewfc* 
W.itcL. 
atcp No. 8 . 
* 


Washington Positions. 
Misses Ro se and E sther 
Cavan 
augh, students at the Co ppins busi- Air. and Airs, Michael Kearns, fo r sev 
ness co llege, leave fo r their ho me in eral weeks. 
Chatswo rth befo re 
departing 
fo r 
*_____ 
Washingto n, D. C., where they have 
received appo intments in the Adju­ 
tant General's o ffice. 


Oil Vacation. 
E. P. Kayier is enjo ying a vaca­ 
tio n fro m his duties at the AI. J. Do r­ 
sey AL* Co . firm o f Chicago and is 
at 
his ho me in Grand Deto ur. Air. and 
Airs. Kahler o xpo c' to clo seAheir co t­ 
tage there and return to the Nachusa 


On Visit to Io wa 
Airs. 
Henry 
Schmidt, 
Jr., 
and 
daughters have go ne to Nevada, la., 
to visit, the fo rm er’s 
sister, 
Mrs. 
Mrs .Henry Fisher. 


Dro ve to Chicago 
..Aliss Alary Bresnahan acco mpan­ 
ied Airs. 
Do nahue to 
Chicago this 
tavern in this city o n Alo nday o f next mo rning in the iater’s car and will 
week. 
visit in the city fo r a while. 


Stqji at Tav ern 
Here from Ro ckfo rd. 
Mr. and Mrs. Carso n, 
the 
latter 
Air. and Airs. G. B. Seybert, Jr., o f 
, 
T « u 
r 
Ro ckfo rd art* guests at the 
U. 1!. I' ,’' ’" ' 1 ho r* as ^ 
lle , I*m ,|p- 
<lro ve 
Seybert, Sr., ho me o n No rth 
Ottawa 
, 
Io wa 
,(y, l a , last even- 
avenue. 
i,,y in a Pari*y ()1 S1X ¡tud atapped fo r 
^____ 
tin* night 
at th« 
Nachusa Tavern. 
leaving this mo rning fo r a h u l l u r 
trip to Chicago and Alihvaukee. 


- Cll 


*> . 
..... 
> .............. 
I” 
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" 
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The 
.Millinery Store Clo ses 
Ho gan millinery firm o f Am- 


To Spring Valley . 
Aliss Do ro thy Andrews has re turn ­ 
ed fro m a visit in W alnut and left 
Tuesday fo r Spring Valley to visit 
Aliss Tho mpso n. 
a fello w 
scho o l . 
. . 
. . 
teacher in the No rth 
Dixo n scho o l ,0> - lhp o U ‘‘f 1 « » 'mness firm in the 
this year. 
to wn, clo sed business July 4th after 
____ 
a co ntinuo us term 
beginning Sept. 
¡14th, 1 8 76. 
Five members o f the 
Mo to red I'bro ugh Io wa 
¡family succeeded each o ther in the 
Air. and 
Airs. J. W. 
Bushy, so n management o f the business. 
The 
Percy, and daughter Francis have just remaining two . the Misses Catherine 
returned 
fro m 
a 
mo to ring 
trip and Agnes Ilo gan, will co ntinue to 
th ro ugh Io wa, where they visited Ma- make their ho me in Ambo y anil ex- 
so n City and Waterlo o . 
Air. and Mrs. p0, t to devo te their t i m e 't o so cial 
W. A, Co llins, o f Maso n City, return- and charitable wo rk. 
Bo th are act­ 
ed with them and ar« > curst? fo r a iVe members o f the Red Cro ss and 
tirne- 
Allied Relief. 


From Oregon Visit: 
Miss Clara Leslie returned Tuesday 
from a \isit in Oregon at the Frank 
Emmerson home. 
. , 
-, 
. . 
.1 *. iff. vft*. 


The More You Know 
About Ey e Glasses 


Th is Sa ve s Wa lkin g 
2 Mile s a Da y 
In th e Kitch e n 


H 00S 1 E R 


Kilch e n Ca b in e t 


Pa y On ly $1 .0 0 
On De live ry 


M 


The mo re yo u will appreciate o ur 
service-the mo re yo u will be co n­ 
vinced o l the tho ro ughness o r o ur 
metho ds. 


Whether y our « lasses cost $2.00, $3.00 or 
$5 .00—y o u ’re giv en ¿ he adv antage of our ex ­ 
perience and knowledge. 


Your ey es will be ex amined by an Ex per­ 
ienced Optometrist and the lenses ground and 
and fitted by an Ex pert Optician a n d satisfac" 
tion guaranteed in all three div isions. 


D IX O N 'S EXCL USIVE OPT ICAL SHOP 


Dr. Ge o . McGra h a m, Op ticia n 
220 First St., Dix on, 111. 


RS. Fra n k Amb le r, Pa ttiso n , 
th e Do me stic 
Effie n cy En g in e e r o f N. 
J. a n d me mb e r o f 
Ho o sie r’s Co u n cil o f Kitch e n Scie n tists, fo’u n d 
o n in ve stig a tio n th a t th e Ho o sie r Ca b in e t sa ve d h e r 
two mile s o f ste p s a d a y in d o in g h e r kitch e n wo rk. 
1 h is me a n s a b o u t sixty mile s a mo n th —a n a ma zin g 
re su lt. 


No wo ma n wh o kn o ws h o w e a sy it is to o wn th e 
Ho o sie r w ill ke e p h o u se with o u t th is wo n d e rfu l 
sa ve r o f h e a lth , time , wo rk a n d fo o d . 
Ho o sie r h a s 
40 la b o r-sa vin g fe a tu re s a n d p la ce s to r 40 0 a rticle s 
with in a rm’s re a ch , in clu d in g co n ta in e rs th a t p ro te ct 
yo u r fo o d a n d d e vice s th a t p re ve n t its wa ste in me a s 
tirin g a n d mixin g . 


For a limited time w e offer t rms of $1 
down and $i weekly . 
Get y our cabi­ 
net before our stock is gone. 


Vital Features 
That Only the 
Ho o sier Has 


Sh a ke r Flo u r Sifter sifts 
flo u r fo u r time s fa ste r 
than 
mo st. 
1 


Ove r-Size Ba se has 20 
p e r ce n t mo re sp a ce 
for 
p o ts, p a n s, e tc. 
*' 


T w o -W a y 
Su g a r Bin 
h o ld s twice th e ordinary 
a mo u n ts. 


Re vo lvin g Ra ck o f 6 Air­ 
tig h t, Du st-p ro o f Sp ice |ja rs, 


Mo tio n - Sa ve r Arrange­ 
me n t. th e re su lt o f 
scientific 
mo tio n stu d ie s. 


Un clu tte re d 
Clipboard fof 
u tmo st fre e d o m 
in work. 


Y o u Ca n Do Better a t 


¡(EYES A HRENS F U RNITURE f O 
I 1 hmbbmum 
snaaesfcanan» ■ mssmsmmmmmma a mi V a m 


Furnish Your Home—Cellar to Attic 
■ > 
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THE OFFICIAL PAPER OF THE CITY OF DIXON, 


MEMBER OF AUDIT BUREAU OF CIRCULATIONS, 


CITY IN BRIEF 


— Have you used the Twin Tube 
an d Rubber Co.’s Tires. 
Non e better 
on the 
market. 
Tred -W ell 
casin gs 
an d Last-W ell tubes. 
tf 


— Have you ever used Jlealo? 
It is 
a foot remed y of real m erit. 
On e 
box will con vin ce you of this. 
The 
outlay is small— 25 cen ts a box. 
All 
d ruggists sell it. 


^ 
TERMS OF SUBSCRIPTION: 
By Carrier, in Dix o n, One Year in Adv ance, « 5 .0 0 . 
Per W eek, 1 0 c. 
[spen t Mon d ay in Chicago. 


By Mall, In Adv ance, $3 .0 0 Per Year, $2 .0 0 fo r 0 Mo nths, $1 .0 0 fo r Three 
Mo nths, o r 8$c fo r One Mo nth. 


■ 
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f 
MEMBERS OF THE ASSOCIATED PRESS. 


The Asso ciated Press Is ex clusiv ely entitled to the use fo r repo blRatio n 


Of all news credited to it o r no t o therwise credited lu this paper and also the 
news published herein. 


All rig ht o f republiratio n o f special dispatches herein are also reserv ed. 


Mr. an d 
Mrs. 
Albert 
Ilasselberg 


E. C. Ken n ed y wen t to Sublette 
Mon d ay aftern oon . 


STANDARDIZATION. 


It takes a big war to teach 03 big thin gs. Econ omically the keyn ote of 


w ar activity may be summ ed up in the on e word , stan d ard ization . 
Ships, 


g uns, airplan es, trucks, un iforms, everythin g of a m ilitary n ature, is bein g 


stan d ard ized , from n ecessity. It is a prerequisite of efficien cy. 


The prin ciple In voked on so big a scale is n ow n aturally en ough bein g 


applied to activities n ot d irectly con cern ed with the war. There is a d eman d 


fo r stan d ard ization run n in g through all the in d ustries, con cern in g itself n ot 


o nly with prod uctive m ethod s, but with a con sid eration n o less im portan t— 


co nv enience to the public. 


In machin ery, for in stan ce, there is a pron oun ced ten d en cy to sta n d ­ 


ardize bo lts and thread s. These arc simple thin gs but of immen se im port­ 


ance. Variatio ns have run riot. M an ufacturers of autom obiles an d of m a­ 


chinery and implemen ts of all sorts have d eliberately ad opted their own pe­ 


culiar size and style of bolts, n uts an d thread s, for the sake of forcin g cus­ 


to mers to buy n ew parts from them, or from a m ere whimsical d esire to be 


o rig inal. The result has n aturally been con fusion an d expen se. It is recog­ 


nised no w th at n early everybod y, r o t exceptin g the m an ufacturers, would 


be far better off if the parts of all machin es an d im plem en ts were m ad e as 


simple an d in terchan geable as possible. The prin ciple applies about equally 


to a locomotive, a gas pipe fittin g or a d oor kn ob. 


The American Wool an d Cotton R eporter 
plead s for a return to the 


good old d ays oi stan d ard ized cotton good s. In n ovation s an d variation s have 


esan e so fast that a custom er hard iy kn ows w hat he is gettin g. A d efin ite 


tyr.exc of bas>c fabrics, it is argued , would cost less to prod uce, an d would 


fc* siap&er an d easier to m arket, an d therefore would give better satis- 


fffceucn , all aroun d . 


L 
A TRIBUTE TO THE DOCTORS. 


By Marion Couthouy Smith of The Vigilan tes 


Mr. Foster Debevoise of South Oran ge, N. J., has con tributed an article 


to Suburban Society, a local weekly, d escribin g a recen t to ur through E n g­ 


lan d and Fran ce on govern m en t busin ess. He visited the arm ies at the fron t 


an d speaks with en thusiasm of their in d omitable spirit an d un failin g hope­ 


fuln ess. He says there was less d epression after the retreats 
in the great 


d rive over there than here. 


In commen tin g on various con d ition s he speaks as follows on the work 


d on e for woun d ed sold iers: 


“The men in En glish cities, of whom I saw hun d red s, w ithout legs or 


arm s, or with recon structed faces, an d those In hospitals in pro r :s of bein g 


men d ed , all had the same word s: ‘If on ly I could go buck a g a in !’ An d this 


brin gs me to an other w on d erful thin g, an d that is the way the hospitals are 


performin g miracles. W hen fin ally, sometimes after m on ths an d m on ths of 


treatm en t, the recon structin g process is fin ished , the men are tau gh t trad es 


an d placed In position so th at they are n ot left stran d ed upon the whims of 


charity, but are en abled to take up th eir lives again with a large d egree of 


happin ess. Straps operate as m uscles on artificial legs an d arm s, an d I have 


seen such men swin g a ham m er, play golf, kn it or work at lathes. It is a l­ 


most in cred ible what is bein g d on e. H ats off to the d octors, I say.” 


The Un ited States govern m en t will apply the same m ethod s of recon ­ 


struction to those of our boys that are d isabled or crippled . 


mt 
.SLAP THE PROFITEERS. 
V 
\ 


■‘4« 


The man in the street car asked his n eighbor how lon g he thought the 


war would last. 


“ Can ’t last too lon g for n ve!” he an swered . “ I’m m akin g m on ey right 


alon g.” 


“ A woman ,” says the n ews story, “ of the type which shows gen eration s 


of breed in g an d restrain t,” rose an d slapped the m on ey-m aker across the 


mouth. 
That Is for my boy in F ra n c e,” she said . “ An d this,” slappin g him 


again , “ Is for my other son on the Mexican bord er.” 


It was a fittin g rebuke, but it failed in on e respect. 
Slappin g a man 


like that on the face would be a m in or hum iliation . Ills on ly really sen si­ 


tive part is his pocketbook. A lastin g h u rt in the purse is what he n eed s. 


The m other of those boys d id a good piece of work which all the whole­ 


some part of the n ation applaud s. Now let the govern m en t follow her up by 


gettin g after all the greed y bird s of prey an d ad m in isterin g pun ches where 


they will d o the most good . 


The war m ust last lon g en ough to achieve victory. Rut patriotic A m er­ 


ican s must d espise the man who w an ts it to last 
as lon g as he is m akin g 


moiwy out of it. 


ICo o tinued Cro m Fa 
m q 1 ) 


o wn were the on ly In cid en ts. An en em y patrol of about 20 was seen at m id ­ 


nig ht o utside our wires at on e poin t. A ritie gren ad e fire from our lin e soon 


caused the enem y to withd raw'. At 2 :3 0 an other patrol of 
eight men was 


heard by our troops. Upon fire from our tren ches they scatterod in the brush 


an d at d aylight several of the en emy wetre d iscovered hid in g in 
the 
shell 


l o l s t 


Our tro o p# iu the L orrain e sector i*ud a quiet d ay on July 5 an d 6. 


Lee Mon , of R oute 3, was in town 
Mon d ay. 


Mr. Billin gs of the Music-Note Roll 
Co., was a d in n er guest at the Nac- 
husa Tavern last even in g. 


H E. Sen n eff is on a busin ess visit 
to Ohio, this state.________ 


— T he T elegraph has the largest 
circulation of an y paper in Lee coun ­ 
ty. Are you a d aily read er? 


M. L. Rice, proprietor of the Na- 
chusa Tavern , is in Ft. W ayn e, In d . 


Dick Phillips of Nelson was here 
d ay. 


H arry E m erson will leave tom or­ 
row on a busin ess trip to Elgin an d 
Aurora. 


An gier Wilson return ed last even ­ 
in g from Chicago brin gin g with him 
a n ew' car. 


Miss An n a M. Miller of Sterlin g 
was a guest yesterd ay of Mr. an d 
Mrs. H arry Don ichy. Miss Ruth Delp 
of Sterlin g will be a guest at 
the 
Don ichy home tomorrow. 


D orothy an d Milla W ohn ke wen t 
to Morrison tod ay to visit for a few 
d ays with relatives. 


Mrs. L. R. Cummin s, Mrs. C. A. 
Tod d an d Mrs. 
Mary 
Tod d Miller 
have return ed from a visit w ith rela­ 
tives an d frien d s at Evan ston 
an d 
Chicago. 


Gerald Taylor has 
return ed 
to 
Jackson ville, 111., after spen d in g the 
4th here with his family at the T. J. 
Miller home. Mrs. Taylor an d child ­ 
ren will rem ain 
here for 
several 
w eeks’ visit. 


Mr. an d Mrs. A. E. Taylor an d Mr. 
an d Mrs. Gerald Taylor an d child ren 
m otored to Mt. Morris yesterd ay to 
visit frien d s. 


Mrs. Max Blass has return ed from 
Chicago where she visited over Sun ­ 
d ay w ith her husban d , who is in the 
n avy. 


A. C. Dollmeyer is in Fulton for 
several d ays. 


R obert Fulton , Jr., arrived Mon ­ 
d ay even in g from Fort Sherid an for 
a brief visit. 


— Nice Californ ia oran ges f» 0c d oz. 
n ice lemon s 45c d oz.; 
fan cy home 
grow n potatoes 35 an d 40c 
peck.; 
good corn flakes 12c package; soap 
6c b ar; m atches 6c box; sweet an d 
sour pickles 10c d oz.; pork an d bean s 
15c can ; best grad e corn an d peas 
14c can ; good prun es 15c lb.; apri­ 
cots 25c lb.; good broom 75c. 
We 
Deliver Free. T etriek’s Grcery. Tele­ 
phon e 109. 
156 2 


What They Ask. 
T here’s n o objection to a fpllow lo» 
In g Id s heart, but n in e times out of tec 
his close frien d s an d con fid en ts would 
be much obliged to him If he’d refrain 
from losin g his min d at the same time. 
—Macon Telegraph. 


Lo o k and Fe e l 


Cle an, Swe e t and 


Fre sh Eve ry Day 


Drink a' o ,ass of real hot water 
before breakfast to wash 
out poison s. 


Life is n ot merely to live, but tc 
live well, eat well, d igest well, work 
wcP, sleep well, look well. 
What a 
glorious con d ition to attain , an d yet 
how very easy it is if on e will on ly 
ad opt the morn in g In sid e bath. 
Folks who are accustomed to feel 
lull an d heavy when they arise, split­ 
tin g head ache, stuffy from a cold , foul 
ton guu, n asty breath, acid stomach, 
can , in stea 1, feci as fresh as a d aisy 
by open in g ¿lie sluices of the system 
^ach morn iiit an d Hushin g out the 
.vkole cf the In tern al poison ous stag- 
mn t matter. 
Everyon e, whether ailin g, sick or 
v^ll, 
should , 
each morn in g, 
before 
bi -'ah fast, d rin k a glass of real hot 
w ater .with a teaspoon ful of Iimeston o 
phosplrcto iu it to wash from the 
stomach, liver, kid n eys an d bowels the 
previous 
d ay’s 
in d igestible 
wasto, 
sour bile .an d poison ous toxin s; thus 
clean sin g.v'veeten in g an d purifyin g 
the en tire alimen tary can al beforo 
puttin g m o rt\food in to the stomach. 
The action of l ot w’atcr an d Iimeston o 
phosphate on ad empty stomach is 
won d erfully in vigoratin g. 
It clean s 
out all the sour iorid en tation s, gases, 
waste an d acid ity an d gives on e a 
splen d id appetite tor breakfast. While 
you are en joyin g your breakfast tho 
jvater an d phosphate is quietly ex­ 
tractin g a large volume of water from 
t)i# Jtd ood an d gettin g read y for a 
thorough 11 tush lug of all the in sid o 
organ s. 
The million s of people who are 
bothered 
with 
con stipation , 
bilious 
spells, stomach trouble, rheumatism; 
others who h a v e sallow' skin s, blood 
d isord ers an d sickly complexion s are 
urged to get a quarter poun d of lime- 
Bton e phosphate from the d rug store 
which will cost 
very little, 
but Is 
sufficien t 
to 
make 
an yon e 
a 
pro­ 
n oun ced 
cran k 
on 
tho 
subject of 
in tern a* t.auUaiiuii- 


(C on tin uea from page jl) 


silverware, chin a an d cut glass, 
all 
furn itu re in sets for which more th an 
$5 is paid for each piece; curtain :; 
costin g over $2 per yard an d on ta p ­ 
estries, rugs, carpets costin g over $5 
per square yard . 
Taxes on ail purses, poeketbooks, 
han d bags, brushes, combs, toilet a r ­ 
ticles, an d all m irrors costin g ov* r 
$2 . 
Ten per cen t on the 
collection s 
from the sales of all ven d in g 
m a­ 
chin es. • 
Ten per cen t on all 
hotel bills, 
am oun tin g to more than $2.50 
per 
room an d on more than $5 a d ay per 
person , A m erican plan . 
The presen t tax of 10 per cen t on 
cabaret bills would 
be exten d ed to 
the en tire restau ran t or cafe bills. 
Double Telephon e Taxes. 
Followin g are the taxes to be paid 
by the m an ufacturer, prod ucer, 
or 
d ealer: 
Two cen ts a gallon on all gasolin e 
to bo paid by the wholesale d ealer. 
Double the presen t 
tax on 
tele­ 
phon e an d . telegraph messages cost­ 
in g more than 15 cents. A 1 0 per cen t 
tax on all leased wires. 
Hig her Mo v ie Pay ments. 
Quad ruple the p resen t levies 
on 
soft d rin ks. Sirups an d extracts how 
taxed 5 cen ts a gallon would be taxed 
20 cen ts; those payin g S cen ts to be 
in creased to 3 2 cen ts; those payin g 
10 cen ts to be in creased to 40 cen ts, 
an d those payin g 20 cen ts to be rais­ 
ed to SO cen ts. Min eral w aters n ow 
payin g 1 cen t a gallon would be taxed 
16 cen ts. Chewin g gum n ow taxed 2 
per cen t of the sellin g price to pay 1 
cen t on each 5 cen t package. 
Regard in g motion i>: ” !~e taxes the 
treasury d epartm en t 
suggested tho 
abolishm en t of the presen t film tax 
an d d oublin g the rate of ad mission 
tax. A 5 per cen t tax on the ren tal re­ 
ceived by the movie prod ucer was al­ 
so 
proposed . 
Alcoholic beverages 
would be taxed d ouble. Whisky n ow 
taxed $3.20 a gallon would be taxed 
$6.40 a gallon . 
D o uble Club M em berships 
All tobacco an d cigaret taxes would 
be d oubled . 
A licen se on automobiles, g ra d u a t­ 
ed accord in g to horsepower, would 
be levied in the followin g m an n er: 
Tw en ty-three horse power $15; 24 
to 30 horse power 
$25; 
31 to 40 
horse power $40; over 40 horse pow­ 
er $50. 
Club m em bership d ues would 
be 
d oubled . 
Male household 
servan ts, in clud ­ 
in g chauffeurs, would be taxed 2 5 per 
cen t of the wages of on e servan t up 
to 100 per cen t 
of the 
combin ed 
wages of four or more. Each family 
would be allowed on e female servan t 
exempt from taxation , but all ad d i­ 
tion al fem ale servan ts would be tax­ 
ed , begin n in g at 10 per cen t of the 
wages of on e an d run n in g up as high 
as 100 per cen t on more than four. 


Use of Fetters An cien t. 
The use of fetters goes buck to an ­ 
cien t times. Fetters were usually mad e 
of brass an d aJsp in pairs, the word 
bein g in the d ual n umber. 
Iron was 
occasion ally 
employed 
for the pur­ 
pose. 
(Psalms 105:18; 149:8.) 


LOOK YOUNG, PRETTY 


Sag e Tea an d Sulphur Darkens 
So N a r ally that No - 
, 
bod y can tell. 


H air that loses its color an d lustre, 
or when it fad es, turn s gray, d ull an d 
lifeless, is caused by a lack of sulphur 
in the hair. 
Our gran d mother mad e 
up a mixture of Sage Tea an d Sulphur 
to keep her locks d ark an d beautiful, 
an d thousan d s of women an d men who 
value that even color, that beautiful 
d ark shad e of hair which is so a t­ 
tractive, use on ly this old -time recipe. 
Nowad ays we get this famous mix­ 
ture improved by the ad d ition of other 
in gred ien ts by askin g at an y d rug 
store for a bottle of “W yeth’s Sage 
an d Sulphur Compoun d ,” which d ark­ 
en s the hair so n aturally, so even ly, 
that n obod y can possibly tell it has 
been applied . 
You just d ampen a 
spon ge or soft brush with it an d d raw 
this through your hair, takin g on e 
small stran d at a time. 
By morn in g 
the gray hair d isappears: but what 
d elights the lad ies with Wyeth’s Sage 
an d Sulphur Compoun d Is that, be­ 
sid es beautifully d arken in g the hair 
after a few application s, it also brin gs 
back the gloss an d lustre an d gives it 
an appearan ce of abun d an ce. 
^W yeth’s Sage an d Sulphur Com­ 
poun d is a d elightful toilet requisite 
to impart color an d a youthful ap­ 
pearan ce to the hair. 
It Is n ot in ­ 
ten d ed for the cure, mitigation or pre­ 
ven tion of d isease. 


LESS MEAT IF BACK 
T 


Take a g lass o f Salta to flush Kidney s 
if Bladder bo thers y o u—Drink 
lo ts o f water. 


Eatin g meat regularly even tually pro­ 
d uces kid n ey trouble in some form or 
other, says a well-kn own authority, lo­ 
calise the uric acid in meat excites the 
kid n eys, they licorn e overworked ; pet 
sluggish; clog up an d cause all sorts of 
d istress, particularly backache an d mis­ 
ery in the kid n ey region ; rheumatic twin ­ 
ges, severe head aches, acid stomach, con ­ 
stipation , 
torpid 
liver, 
sleeplessn ess, 
blad d er an d urin ary irritation . 
The momen t your back hurts or kid ­ 
n eys aren ’t actin g right, or if blad d er 
bothers you, pet about four oun ces of 
Jad Salts from an y good pharmacy; 
take a tablespoon ful in a glass of water 
before breakfast for a few d ays an d your 
kid n eys will then act fin e. This famous 
salts is mad e from the acid of grapes 
an d lemon juice, combin ed with lithia, 
an d lias been used for gen eration s to 
flush clogged kid n ey« an d stimulate them 
to n ormal activity; also to n eutralize the 
acid s in the urin e ao it n o lon ger irri­ 
tates, thus en d in g blad d er d isord ers. 
Jad 
Baits 
can n ot 
in jure 
an yon e; 
makes a d elightful effervescen t Ltliia- 
water d rin k which million s of men an d 
women take n ow an d then to keep the 
kid n eys an d urin ary organ a clean , thus 
avoid in g lierion s* k iuey d isease. 


POLITICAL ANNOUNCEMENT 


ANNOUNCEMENT. 
T wCh to an n oun ce my can d id acy 
or tin * republican n om in ation 
for 
Sheriff of Lee coun ty at the republi­ 
can primaries, Septem ber 11, 1918. 
Your support will be appreciated . 
FRA NK A. SCHOENHOLZ. 
1 5 5 1 f 


ANNOUNCEMENT. 
I wish to an n oun ce my can d id acy 
for the Republican n om in ation for 
Sheriff of Lee Coun ty at the R epub­ 
lican Prim aries, Septem ber 11. 1918. 
four support will be appreciated . 
GEO. F. BROOKS, 
H am ilton Town ship. 


Street Car on Run n ers. 
YYtmr. tlu* groun d Is covered wit! 
sn ow in n t least on e city In Norway 
a trackless trolley ear hauls n s n trail­ 
er a passen ger ear moun ted on run ­ 
n ers. 


Run* It Herself Now. 
Author's Friend—“ Do es y o ur hus­ 
ban d use a pseud on ym in his writin g?” 
Author’s Wife— “He used to, but she 
was perfectly horrid , so I have learned 
to run it myself.”—Jud ge. 


Remembered His Dogs. 
A Ven etian on ce left fiO.OOO florin s 
for the main ten an ce of his three d ogs. 


ABE MARTIN 


Thor’s jest as 
much 
terhacker 
chawed as ever, on ly th e r’ haln t as 
man y white vests as th e r’ used t ’ be. 
Ez Pash, 87. retired , 
wen t hack t ’ 
work yisterd ay at $75 a week. 


PUBLIC S A L E 
of Real Estate 


T h e un d ersign ed will sell at Public Auction on the prem ises 
on e mile South of Dixon , on 
WEDNESDAY, JULY 17, 
1918— at 2 o ’c lo c k P. M. 
134 ACRES KNOWN AS THE OAKDALE STOCK FARM 


1 In s farm is in a high state of cultivation 
an d improved as 
follows— Nin e room house, bath, electric lights; hard wood 
floors an d mod ern in every w ay— a fin e home. 
T h e barn is 
large an d in fin e repair, cemen t floors an d 
is equipped 
for 
y« iek just rig h t; c leetric lighted an d has a fimrw a te r system. 
Two silos, machin e shed an d garage, ice house, hog house, 
I chicken house an d a complete milk house, d ouble crib, best 
l w ater tan k an d supply tan k in the coun trv; good 
well 
an d 
win d mill. 
T here is a n ice orchard an d plen ty of small fruit. 
T he farm lan d is first-class an d all fen ced an d cross-fen ced 
with woven wire. 
Here is a home close to high school, church an d market; 
good road s an d Dixon is as good a town as there is in 
N or­ 
thern Illin ois. 
Atten d this sale July 17th. 


TERMS OF SALE 
1 cn per cen t of purchase price on d ay of sale with good 
ban kable n ote without in terest un til March 1st, 1919. A loan 
for on e-half of purchase price will be m ad e for five years 
from March 1st, 1919, at 5/4 per cen t. 
Balan ce of purchase 
price to be paid March 1st, 1919, when d eed an d possession 
will be given . 
Abstract furn ished . 
H utchinso n Bro s. 
R. K. McCALL, IRA RIJTT, Auctio neers. 


HARVESTERS 
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DO YOU NEED 


a splen d id , L O N G 
n ew 
Din in g Table, more n ew Din ­ 
in g Chairs, Chin a Cabin et or a 
han d some n ew Buffet? 


come in tod ay an d see the 
gran d assortmen t for you to 
choose from here; auto truck 
read y to take out your ord er 
without 
d elay. 


You Can Do Better at 


KEYES AHRENS FURNITURE CO. 
Furnish Yo ur Ho me—Cellar lo Attic 


MEMBER 
FEDERAL RESERVE^ 
SYSTEML 


A 
RE your Deed s, Bon d s, 
In suran ce policies an d 
valuables SAFE from Fire? 
If n ot ren t a Safety Depos­ 
it Box 
in our Fire an d 
Burglar Proof Vault. 
$2 
per year. 


D I X O N 
N A T I O N A L 
B A N K 


D 
I X 
O 
N 
, 
I L L , 
Capital and Surplus, $2 50 ,0 0 0 . 
SAFETY 
COURTESY 
SERVICE 


WEDXKST) \ V J C I.V J O 10 1» 
-« .A M 
T H E E V E N IN G T E L E G R A P H , D IX O N . ILLIN O IS 


COMPTON 


Chealer C arn ahan was home from 
Camp G ran t Sun day. 
Miss Gladys Carn ahan v isited 
in 
M en dota last week. 
*. i ^ r ‘i an c* ^ rs- f*- W* K u tte r en ter- 
lain ed Hie followin g compan y from 
C hicago last week: Mr. an d Mrs. No­ 
v ak an d son Edw., Mrs. Dorn ey an d 
Mr. an d Mrs. Stuhlm iller 
an d 
son 
George. 
Mrs. Nabholz of Prin ceton is v is­ 
iting her n iece, Mrs. Ogilv ie 
an d 
family this week. 
Miss Min n ie B auer is here from 
Rockford v isitin g her sister, 
Mrs. 
Alma Eichler. 
Mrs. E. Ribley is v isitin g Mrs 
Kern an d family this week. 
Mc- 


on e day with Mr. an d Mrs. Reuben - 
stein in southern Min n esota. 
A family party was en joyed on the 
F ourth at the home of Mr. an d Mrs. 
Ira Rutt. The !'uL>,,in g guests help­ 
ed to m ake the day ail en joyable on e: 
Mr. an d Mrs. Fred Hobbs an d daugh­ 
ter Marie, Mr. an d Mrs. H arry Hobbs 
an d two son s, F ran k an d George, Lee 
E astm an an d daugh ter 
Gladys an d 
son Glen , Mrs. Calv in E astm an an d 
Mrs. Orpha McGin n is. 
Mr. an d Mrs. H ow ard Thom pson of 
Sterlin g v isited last ev en in g 
with 
Mr. an d Mrs. John Boucher. 
Mrs. 
Thompson was form erly Miss E sther 
Ridge. 
Mr. an d Mrs. A. C. Boyer, accom­ 
pan ied by the Misses E dn a W alker 
an d Theresa Boyer an d Claude Mil- 
Mrs. O. Palsgrav e 
of 
F ran klin ler of s te r lin g m otored to Rockford 
grov e was a guest of Miss M arguerite 011 the 4 th 
Mr. an d Mrs. H en ry Gerdes atten d 
ed the Brethren picn ic in Sterlin g on 
the 4 th. 
A trip to Starv ed Rock an d Otta- 


Dis e a s e Ca rrie rs . 
There are n umbers of people who are 
w hat is called “carriers’' of disease— 
1. e., they hav e always the germs of 
typhoid, diphtheria, in fan tile paralysis 
or other commun icable diseases In their 
systems in such n umbers that they 
cause in fection in people aroun d them 
They are n ot themselv es sick, an d they 
gen erally do n ot themselv es kn ow of 
the peculiar con dition in which they 
are, but they do carry the in fection to 
person s aroun d them, an d they are 
therefore a v eritable men ace to the 
health an d life of the commun ity. 
Sin ce these cases are curable un der 
proper treatmen t, it is on ly fair that 
the commun ity deman d them 
to se 
cure such treatmen t.—Exchan ge. 


Gov e rnors ’ Terms of Offic e . 
The gov ern or’s term of office is on e 
year in Massachusetts an d Rhode Is­ 
lan d; two years in Alabama, Arkan sas, i 
Georgia, Idaho, Iowa, Kan sas, Main e, 
Michigan , Nebraska, New Hampshire, 1 
North Dakota, Ohio, South Carolin a, 
South Dakota. Ten n essee, Texas, Ver­ 
mon t. Washin gton an d Wiscon sin ; four 
years in Californ ia, Colorado, Dela* 
ware, Florida, Illin ois, In dian a, Ken ­ 
tucky, 
Louisian a, Marylan d, 
Missis- ’ 
sippi, 
Missouri, 
Mon tan a, 
Nev ada, 
North Carolin a, Oregon , Pen n sylv an ia, 
Virgin ia, W est Virgin ia an d Wyomin g. 


PAGE T lf * 


Are a of Surfa c e of the Ea rth. 
The superficial area of surface of 
the earth is estimated to be 19 0,7 9 7 .- 
000 square miles, of which 55,r>00,000 
square miles are lan d an d 111.050,000 
square miles water. Of the en tire lan d 
portion the best estimates place the 
fertile region s at 29 ,000.000 square 
miles; un productiv e plain s, 14,000,000 
square miles; deserts, 4,8 61,000 square 
miles; polar region s of Ice-boun d lan d 
an d water, 0,9 7 0,000 square miles. 


Done a t Ra dc liffe . 
Dally theme by a Radcliffe studen t: 
“Some men are born with an in sight 
In to the soul femin in e, some men mar­ 
ry an d achiev e this in sight, en d some 


Ga le rie de * As c ie tte *. 
On e of the importan t apartmen ts nt 
the palace of Fon tain ebleau, in Frun ce, 
is oalled the Galerie des Assiette« , for 
the reason timt its decorn tion con sista 
of v ertieal rows of plates. set in Th* 
men correct girls' themes an d hav e this ( pan elin g of the walls. 
These plates 
in sight thrust upon them.’’ 
Admirin g 
commen t by a Harv ard studen t strug­ 
glin g with his own dally: 
“Gosh! but 
it takes a girl to write that sort of 
thin g, don ’t it?’’—Christian Herald. 


are v ery v aluable, art* made of porce­ 
lain , 
an d 
upon 
them 
are 
pain ted 
scen es an d v iews of man y royal re s i­ 
den ces. The plates were placed there 
by the order of Louis Philippe. 


Carn ahan Friday. 
The fun eral of K en n eth Hills, son 
of Mr. an d Mrs. W. N. 
Hills of this 
v illage, was held at the home Sun day 
at 2 p. m. Rev 
E. church 
was in the Paw paw cemetery. 
, _ _ 
„ 
,, 
Sev eral of our citizen s celebrated an (* 
Harold, Mrs. Gerdes 
m other, 
the 4 th at Starv ed Rock an d 
m an y M rs- Louise Gerdes, Mrs. Robert Shif 
also were at Camp G ran t to w itn ess!flet* M r- an (1 Mra- H a rr-V Gerdes an d 
the big doin gs. 
| son E dw ard an d Mr. an d 
Mrs. Ben 
Mr. an d Mrs. F ran k Fordhara an d M c\\ illiams. 


tev . Ross, pastor of the M iwas en joyed on the 4 th by two auto 
officiated an d in term en t loa(ls of fie n ds . They were Mr. an d 
Piiwiwu’ ppmotorv 
IMrs. Wm.* Gerdes an d son W illiam 


Mrs. Ella Cole of Dixon were 
here 
Saturday. 
Smith Ban ks m otored to F ran k lin 
Grov e cam pm eetin g groun ds S a tu r­ 
day, takin g with him Rev . Ross, Mrs. 
Buck an d daug hter Nellie an d Hester 
M erriman . All wen t to atten d the S. 
S. in stitute. 
Mrs. Myrtle HammTrton an d NT rs. 
Wm. Price an d children return ed to 
their homes Saturday after en joyin g 
a few days’ v isit with their paren ts, 
Mr. an d Mrs. Tullis an d other rela­ 
tiv es here. 
W. L. C arn ahan an d daugh ter Mar 
guerite m otored to F ran klin Grov e 
th e 4 th an d en joyed the serv ices at 
the camp groun ds. 
Mr. an d Mrs. E. A. Ben n ett 
were 


Mr. an d Mrs. F ra n k Becker receiv ­ 
ed a post card fr o mthehr-mm Don - 
aid last Mon day sayin g he was some­ 
where east of the Mississippi riv er, 
headed for New York. Don ald 
has 
been station ed at Camp Lewis, W ash­ 
in gton . He says that soon afte r 
a r ­ 
riv in g in New York he expects 
to 
leav e for Fran ce. 
Paul Becker is n ow in serv ice 
at 
Camp Gran t. He w rites th a t he is de­ 
tailed to do kitchen work an d 
is 
well suited. 
M artin Girod of Dixon spen t 
the 
4 th with Mr. an d Mrs. C. F. Becker. 


— T he T elegraph has the largest 
circulation 
of 
an y 
paper 
in 
Lee 
Coun ty, both in the city of Dixon 
here from Tampico Fridhy an d v isit- ; an d in surroun din g territory. 
If 
ed their paren ts, Mr. an d Mrs. Abram 
Ben n ett. 
Stan ley Ban ks retu rn ed 
to F ort­ 
ress Mon roe, Va., Saturday m orn in g. 
His brother, Smith Ban ks accom pan ­ 
ied him as far as Men dota. 
Mrs. Mary Eddy wen t to Amboy 
Mon day ev en in g to v isit relativ es for 
a few days. 


there is an y doubt 
in 
your min d, 
v isit our office, watch our press run 
an d ask for further p-oof, of which 
wo hav e plen ty. 


O A K FOREST 


E v er’ on ce in a while you m eet a 
m arried couple th a t’s so happy they 
h ain ’t got time t ’ keep house. T h ’ Red 
Cross driv e is ov er a n ’ Squiro Marsh 
Swallow gav e till he had t ’ be taken 
home in an ambulan ce. 


Oak Forest, July 5— Mr. an d Mrs. 
Fred Fredericks en tertain ed at din ­ 
n er Sun day Mr. an d Mrs. Philip Al- 
derfer an d Mr. an d Mrs. Otto Ericson 
an d dau gh ter Virgin ia of Sterlin g. 
Mr. an d Mrs. 
Alv a C. Boyer 
of 
Sterlin g, accompan ied by Mr. 
an d 
Mrs. J. T. Lawren ce Sr. an d 
Mrs. 
Claude Fen ton , motored to 
Gran d 
D etour an d Oregon W edn esday an il 
v isited Black Hawk m on um en t. 
The Oak Forest un it of the 
Red 
Cross will meet July 11 with 
Mrs. 
Geo. Brooks. 
Mrs. John Boucher can beat the 
most of us raisin g cabbage. She has j 
been serv in g cabbage to her family 
an d also giv in g it 
to the n eighbors 
for a week or more. On e head weigh­ 
ed 5 1-2 poun ds. 
Mr. an d Mrs. Ephriam Gerdes a t­ 
ten ded the B rethren churcli picn ic at 
Assembly park July 4. 
Mr. an d Mrs. Howard W allace en ­ 
tertain ed at din n er Sun day Mrs. Nor­ 
ton an d children of Dixon . 
Mr. an d Mrs. H en ry 
K urtzrock, 
daugh ter An n a an d son Charles, an d 
Mrs. Jam es Scott motored to Sterlin g 
on the 4 th an d v isited Mr. an d 
Mrs. 
A rthur Beier, whom they afterw ard 
took to Dixon . 
A July 4 th picn ic was en joyed in 
the Becker woods by Mr. an d Mrs. 
Hen ry Burrow s an d children , Mrs. 
George Brooks an d children , Mr. an d 
Mrs. A rth ur Liev an an d two 
little 
duaghters, the M is s e s Mary an d 
I da 
Becker, Fran ces an d Stella Liev an , 
Viv ian Drew an d Elsie Gan tz, 
Mrs. 
Orv ille Miller an d 
children , 
an d 
M essrs.'Carl Blum, Will Smith, R eu­ 
ben , Mathias, Elm er 
an d 
Elwyn 
Liev an . 
Mrs. Fred Fredericks drov e 
to 
Sterlin g last Tuesday an d v isited her 
m other, Mrs. Zbin den . In the a fter­ 
n oon she atten ded the fun eral of an 
old frien d an d n eighbor, Isaac 
Le- 
Fev re. 
Edw ard K urtzrock, who is station ­ 
ed at W aukegan , was home on a 36 
hour furlough Saturday an d Sun day 
v isitin g w ith his paren ts, Mr. 
an d 
Mrs. Hen ry Kurtzrock. 
Miss An n a K urtzrock has receiv ed 
an other letter from her brother Wil­ 
liam, who is in Fran ce. He says Iwl 
had a big, dirty washin g to do when 
\ 
he arriv ed ov er there but has ev ery-. 
thin g n ice an d clean n ow. He says 
they hav e been fightin g forest fires. 
The Prairiev llle Social Circle met 
with Mrs. W alter B rauer last T h urs­ 
day for an all day meetin g. The 
a t­ 
ten dan ce was good although, on ac­ 
coun t of the storm, on ly 
four m em ­ 
bers arriv ed before din n er. 
The barn on the old P at M urphy 
place has been pulled down as a n ew 
on e has been built. The place is n ow 
own ed by Fran k B rauer an d 
occu­ 
pied by W allace H oward an d family. 
The buildin gs are am on g the 
first 
built in this v icin ity an d 
w ere old 
lan dm arks. 
Mr. an d Mrs. J. T. Lawren ce hav e 
receiv ed a letter from their daugh­ 
ter, Mrs, Charles Miller, sayin g that 
they hav e arriv ed « afe at their home 
in E. Gran d Forks, Min n . They had 
good w eather an d good roads. They 
v isited two days with Mr. an d Mrs. 
John Miller at Green wood, Wis., an d 


Cos tly TUn gs Mos t Valued. 
It is past all con trov ersy that what 
costs dearest is, an d ought to be, most 
v alued.—Miguel De Cerv an tes. 


1200 New York Doctors 
Fightin g Poison Gas. 


I)o you kn ow that you folks at homo 
as well as the brav e boys “ ov er there" 
are men aced by “ poison gas” —the 
in sidious kin d that steals away health 
an d the joy of liv in g, in the perpetually 
recurrin g disturban ces resultin g from 
a gassy, sour stomach. 
1200 New York physician s regularly 
prescribe JO HN ’S D I G E S T I V E 
TA BLETS as the most perfect form 
of relief kn own for these stomach dis­ 
orders. 
The TA B LETS are highly 
ben eficial for gastric an d in testin al 
in digestion , heartburn , acid or sour 
stomach, flatulen ce an d gastric catarrh« 
They sure do v an ish that poison gaa 
which is the basis of most stomach 
ailmen ts, as well as ban ish bad breath 
which usually heralds that gas-filled 
stomach. 
■» 
Get the TABLETS at your drug 
store. They in sure quick, lastin g reliei 
by takin g three to six dissolv ed in a 
glass u£ water or chewed before swall­ 
owin g. 
Hav e JO HN ’S D IG ESTIV E 
TA BLETS han dy in the din in g room 
for chron ic cases of gastric or in tes­ 
tin al in digestion —as on e or two TA B­ 
LETS should be taken before each 
meal. 
^ 
Tu D . .T O H N 9 C O .. 
1123 B ro a dw a y 
New Y o rk Cits 


The mo st o f our n av y yards date 
from 18 00, in which year sites were 
purchased for the yards at Boston . 
Brooklyn , 
Portsmouth, 
Norfolk 
an d 
Washin gton . 


Mask to Aid Day Sleepers. 
To aid person s to sleep in daylight 
on opaque musk to be v .*oru ev er the 
eyes has been in v en ted. 


At Sleepy Time. 
No on e should ev er be allowed to 
play with the baby n ear bedtime. 
It's 
fun to see him crow an d laugh, but 
bad for the little n erv es. 
For the 
j same reason excitin g games should be- 
forbidden 
for 
small 
ehihlron 
n ear 
1 their retirin g time. 
It is too bard on 
! them. 
If you do n ot believ e it, just 
| wutch them after they drop t<> sleep 
| an d set* how restless they are an d 
; how their little bodies 
will 
often 
! twitch. 


A 
U 
C 
T 
I 
O 
N 
Sale o f Farm 
o 
f 7 51 A C R E S 


On the premises 214 niiler no rth-west o f Grand Deto ur, 9 
miles so uth-west o f Oreg o n, and 9 miles so utheast o f Po lo , o n 
I 
Mon day, July 15 
19 18 « at 1:30 o ’clo ck P. M. 
The east half o f the no rth-east fractio nal quarter o f Sectio n 
Three, in To wnship 22, no rth Rang e 9 , east o f the 
Fo urth 
Principal Meridian, co ntaining 7 5/4 acco rding to the Go v ern-1 
merit Surv ey . 


Yo u really enjo y music and hav e 
wished at times to be able to g iv e ex ­ 
pressio n to y o ur sentiments 
thro ug h 
music. 


UNDER PL OW 
AND IN CROP 


Fo r 
Crea my Crea m 


W hen you wan t real creamy 
ice cream, the thick, rich 
kin d that en han ces the flav or 
used, try B orden 's Eagle 
Bran d. 
It giv es ice cream 
a mellow “cream an d sugar” 
taste that is distin ctly n ew, 
differen t an d delightful. 
Let us sen d you our “Recipe 
Book.” 
For ov er sixty years Borden ’s 
Eagle Bran d has been the 
stan dard in fan t food. 
It's 
safe, pure an d n ourishin g. 
A t all better drug an d groc­ 
ery stores. 


B or de n 's C on de n s e d M i l k C o . 
I o8 HUDSON ST. 
NEW YORK 
Bo rd en 's 
EAGLE 


i A N D 
Be sure the Ea g le is o n the la b el 


SHE COULD NOT 
STANDOR WORK 


But Ly dia E. Pmkham’s Veg e­ 
table Co mpo und Resto red Her 
Health and Sto pped 
Her Pains. 


Portlan d, In d.— “ I had 
a d isp la ce-j 
men t an d suffered so badly from it t h a t , 
at times I could n ot ! 
be on my feet at all. i 
I wras ail run down 
an d so weak 1 could 
n ot do my h ou se ­ 
work, was n erv ous 
an d could n ot l i e 
down at n ight. 
I 
took 
t r e a t m e n t s 
from a phy.sician but 
they did n othelp me. 
My Aun t r e c om ­ 
m e n de d Lydia 
E. 
P i n k h a m ’s V eg e­ 
table Compoun d. 
I 
tried it an d n ow I 
am stron g an d well 
again an d do my own 
work an d I 
g i v e 
. 2 
" 
Lydi a E. Pin kham’s 
V e g e t a b l e Compoun d the credit.” 
— Mrs. J oseph ine Kim ble, 9 35 W est 
Race St., Portlan d, In d. 
Thousan ds of American women giv e 
this famous root an d herb remedy the 
credit for health restored as did Mrs. 
Kimble. 
For helpful suggestion s in regard to 
such ailmen ts women are asked to write 
to Lydia E. Pin kham Medicin e Co., 
Lyn n , Mass. 
The result of its long 
experien ce is at your serv ice. 
Fo r Skin So reness 
of in fan ts an d children you can fin d 
n othin g that heals like 
Sy k e s Comfort Powde r 
Leadin g physician s an d n urses hav e used 
an d en dorsed it for more than 25 years. 
25c a t th e Vin ol an d oth er drug store s 
The Comfort Powder Co., Boston , Mass. 


5 1 ACRES 


At present time. 
Go o d Orchard, also Go o d Running Spring 
in Pasture y ear aro und; also Timber in Pasture. 
TERMS OF SALE 
One tho usand do llars cash o n day o f sale; 
$2,000 
cash 
March 1st, 19 19 . Will carry back mo rtg ag e fo r $4,500, which 
can be left o n the farm fo r fo ur y ears fro m March 1st, 
19 19 , 
at 514 per cent. 
Ella M. Da vis, Own e r 
Co l. Geo rg e Fruin, Auctio neer. 
I-C-E 


A re y o u g ettin g full return fro m the m o n ey 
y o u in v est in ICE? 
If y o u are using o ur Ice C o upo n 
B o o k s, the 
a n sw er is “ Y es,” 
O th erw ise, it w ill pa y to c o n ­ 
sider these fa cts. 
Y o u sa v e 5c o n ev ery hundred po unds o f ice 
y o u buy w ith co u p o n s. 
Y o u sa v e tim e and tro uble using ev er-rea d y 
co u p o n s instea d o f nev er-rea dy ch a n g e. 
Y o u ena ble us to serv e y o u 
m o re 
q u ick ly 
and efficien tly , 
and thereby help k eep 
d o w n 
the pi ice o f ice. 
T ry a co u p o n ho o k and he co n v in ced . 


DIXON DISTILLED WATER ICE CO. 
PHONE 388 


The Play er Piano 
purpo se. 
is built fo r that 


They are easy to play , and o ur plan 
o f pay ment will make it easy fo r y o u to 
hav e a play er no w. 


Call and ex amine o ur interesting as­ 
so rtment o f Play ers. 


Ilo se & So n s, Ap p o llo , Sch aef­ 
fer Eu p h o n a, 
Crip p en , Ou lb ran- 
sen an d 
M 
ilton . 


Prices $425 to $625 


Old piano s iaken in ex chang e. 


Jh & o .J . I tfiU erE i £jo n s 


E stablished 18 7 8 


9 
The'Licc a re Getting y o ur Profits 


Pl aza Hotel 
CHICAGO. ILLS. 


POULTRY TONIC 


Will K e e p Yo ur 
C h ic k s H e a lt h y 


Can’t sleep! Can’t eat! Can’t ev en dig est what little y o u do eat! 
One o r two do ses 
s 
ARMY & NAVY 
DYSPEPSIA TABLETS 
will make y o u feel ten y ears y o ung er. 
Best 
kno wn remedy for Co nstipatio n, So ur Sto mach 
an d Dy spepsia. 
25 cents a packag e at all Dru* 
sent to any address po stpak 
ug g ists, 
id, by 
o r 
the 


U. S. ARMY & NAVY TABLET CO. 260 West Bro adw*y y N.Y.‘ 


J ust Receiv ed Ano ther Car Lo ad o f 


When In Chicag o , sto p at the Plaza — a 
quiet and refined ho tel, fa cing Linco ln 
Park and o v erlo o king Lake Michig an. 6 0 0 
ro o m s w ith priv a te bath new ly furnished. 
A ro o m w ith a bath fo r S L 5 0 and tip. 
W eekly . $9 .0 0 and up. Tw o ro o m auites, 
$2 . 5 0 per da y and up. W eekly , $1 5 .0 0 
and up. 
Only tw elv e m inutes by electric 
ca rs to thea tre, business and sho pping 
center. Go o d ca fe in co nn« jet io n. 
Mo der­ 
a te prices. W rite fo r bo o klet to Manag er. 
No rth Av e. and N. Clark bt. 


W 
E 
B 
B 
’ S 
V A P O 
DESTROYS THESE PROFIT 
• K I L L 
GETTERS 


T h e P ow e rfu l Va pors p e n e tra te th e c ra c k s a nd c re v ic e s , flu ff a n d 
fe a the rs a n d e v e ry w he re , in s ta n tly de s troy ing a ll ins e c t life , s uc h 
a s Lic e , M ite s a n d o th e r Ins e c ts th a t in fe s t th e P ou ltry H ous e , 


Ea s ie s t to Us e . 
Che a pe s t to B u y . A tria l b o ttle w ill c onv inc e y o u . 


5 0 c . B O T T L E M A K E S 1 G A L L O N .£ 
$1.0 0 B O T T L E M A K E S 3 G A L L O N S . 


• • FO R S A L E B Y i - 


T 1LLSO N DRUG CO. 
9 
9 
IRA CURRENS, N achusa 
PAUL A. STKPHICXITUH, Sublette 


M I » u r » C T l ) * l D HV T l ir w r M r w > M I C » L CO. , «T. I O U I I 
MO. 


LIQUID 
POULTRY 
TONIC 
k«*e j» Fuwl* Htdltbv 


(b u b fd.Rwv p f j ok e r . 
Lt»*berq*ck 
Cd|>v f pip jnd 
0<h#r AdmentS 
GUARANTÏ LDj 
Het Wv> tfijrri?«*! 
(ant*»* w*‘V (tacMsfi* 


Tfce Híúlf Cumul Ce 


CIM 9 A H A VISHH'fi 


\\ o il's Liquid Po ultry To nic 


mixed with the drin kin g water daily will 
p reven t an d relieve In digestion , Diar­ 
rhoea, L?g Weakn ess, Gapes an d other 
common ailmen ts which destroy mil­ 
lion s of chicks an n ually. 


Wo lf» I liquid Po ultry To nic 
also regulates the blood, bowels an d 
digestiv e organ s an d is in dispen sable 
in prev en tin g an d treatin g Roup, 
Can ker, Limbemeck, Pip an d other 
ailmen ts amon g the hen s. 


COME IN TODAY an d get a 


bo ttle o n o ur mo ney back g uarantee. 


jill 
Y« >ur Dealer is autho rized to Refund Yo ur 
Mo ney if it Fails to SATISFY. 


Insist o n Wo lf’s 


IT IS MA D E TO SATI SFY 
^ 


W ^ i l 1ÜI 
* 


Binder 
P ric e Twine 
25 c 


Ca ll a n d see us fo r Bin d e r 
Twin e , Jo h n De e re Ha rve st­ 
e rs a n d Ha rve ste r Gu a rd s. 


No w is the Time to g et y o ur Supplies, 
Dixo n Lumber <£ Co . 


415 W . First St. 


C. JVL HUGUET, 
Manag er o f Implement Business. 


ROWLAND BROS. 
IJ KUIUIH D. M IN G 
IH U L li 
DRUG & BOOH t'O. 
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By Po ter I). Ky nc. 


I 
C op yrighted b y the II. K. Fly Co. 


CHAPTER XTI 
The 
first 
intimation that Rob re­ 
ceived of this lax ity came in the shap e 
of a sharp dig in the rib s from the in­ 
dex finger of a young man who de­ 
manded to know wh> 
Mr. 
McGraw 
didn’t wake up and p ay for his lodg­ 
ing. 
Rob turned hia startled sleep y 
eyes up at the stranger. 
He had ex ­ 
p ected to confront a janitor, hut his 
first glance informed him that he was 
mistaken. 
The individual b efore him 
evidently was a state emp loye; b ut for 
all that Bob could advance no ex cuse 
for his free and easy action ir a s ­ 
saulting him with his index finger. No 
one ex cep t the janitor or the night 
-watchman had a 
liarity with Mr. McGraw’s rib s and he 
resented b eing told to wake up b efore 
he was ready. 
“ You'll have to got out of my v, ay, 
friend" the stranger informed him. 
“Not if I know it, old-timer" rep lied 
Bob . 
“I’m first in line, with orders to 
stick here and maintain my p osition 
at all hazards. 
I’ll share the suit-case 
with you, b ut you m us tn ’t 
try 
to 
crush in in advance of me.” 
The stranger eyed 
him 
curiously. 
“I’m an emp loye of the 
state 
land 
office" he said coolly. “ Please p ermit 
me to get into the office. * 
Bob looked at his watch. 
It w as 
Just eight o’clock, and he knew that 
the land office did not op en until nine. 
He wondered who this industrious in­ 
dividual might he and what reason he 
had for getting down to work an hour 
b eforehand; 
and 
then; liko a b olt 
from the b lue, The Big Idea flashed in­ 
to Bob McGraw’s b rain. 
He yawned sleep ily. “G re a tS n a k e s!” 
lie said, I’ve b een waiting 
here 
an 
hour for you. 
I b og your p ardon old- 
timer. 
I didn’t recognize you at first, 
although I should have known 
you 
right off b y that little mole on your 
left cheek.” 
He scramb led to his feet and p icked 
up his suit-case, while the stranger 
looked at him sharp ly. 
“Why are you here so early?” 
he 
demanded. 
Bob McGraw would have 
liked to ask him the same question 
b ut he refrained. 
“There’s 
b een 
an 
inquisitive 
stranger investigating the old man and 
—well, you know* what a fox Carey is? 
At the last moment it didn’t seem wise 
to come through on the original p ro­ 
gramme, so I came up instead. 
I’m 
used to taking chances and I’m going 
to b e well j*aid for this.” 
W as it fancy, or did Bob really de­ 
tect a more friendly light in the m a n ’s 
eyes? 
lie decided that he had n ot 
overp layed his hand, so. fearful that 
he might, 
he 
remained 
discreetly 
silent and waited for the door to b e 
op ened. 
The stranger 
inserted 
the 
key in the lock and step p ed into the 
room. 
Bob followed 
him 
uninvited, 
turued carefully and sp rung the lock 
on the door. 
The dep uty (for such 


j corridor, 
fcetook 
himself 
and 
his 
b rooms elsewhere. 
He came hack a 
few minutes later, howevdr, and dis­ 
ap p eared in a small room at the end 
of the corridor, only to reap p ear again 
with a b ucket of wet sawdust in his 
hand. 
Bob McGraw walked to the main 
entrance of the State House and b ack 
again to the door of the land office. 
. Still nob ody came. 
He was ap p roach­ 
ing the main entrance to the State 
House a second time when he heard 
an automob ile chugging through the 
cap itol grounds and p ause outside the 
main entrance. 
Half a minute later 
a m an ap p eared at the head of the 
corridor and ap p roached rap idly. 
As 
n e a rer B ol r saw TTialTic was 
ab out fifty years old. 
Ho wore a care­ 
fully 
trimmed 
imp erial and a gold 


(C ontinued from p age 2 ) 


N am e 
Amt. Ass’d 


E m m a Brook- 


J a in es 
Andv 
Wm H 
w \v 
Minerva 
A rt hur 
R R 
A rt hur 


C 


Petre, 
n er 
Rhalen, 
P halen , 
Phillips. 
Phillip s, 
Phillip s. 
Phillip s. 
Phillip s, 
P h i l l i p s. 
Pierce, Winfield 
Pine. S Leo 
Pitcher, Ab b ie 
P ittm an. R (j 
Plant, Nellie 
Plein, Louis 
Plein, Chas 
Plein, H en rie tta 
Platts, W m 
Ploek, Roy 
P l um m e r , J P 
P l um m e r , J P Cons 
Poliak. Joe 
Pontius. Wm 
Pon tius, Leland 
P on tius & Schuler 
Poole, W e b ste r 
P otter, H O 
P ot t e r. N ellie I. 
Powell, Geo P 
Powell, Mrs A R 
Powell, Chas A 
P ra tt- R e id Co 
P reston. 
W a lte r 
Prior, S T 
Pub lic Sup p ly Co 
P tim p hrey, C B 
P um p hr e y & T eeter 
Pyfor, Milton 
Pub lic D rug 
& Book 
Co 
P rud e n tia l Ins Co 
P alm e r, Goo S 
P ark s, Lydia 


p ince-nez and seemed to ex ude a gen­ 
eral air of p omp osity and p ower. He 
had glittering cold gray 
eyes 
and 
they snap p ed now with anger and ap ­ 
p rehension as he half walked, half 
ran, down the corridor. 
Bob ’s keen 
glance, roving over the man for de­ 
tails, ob served that he carried a small 
Gladstone b ag in his right hand, b ut 
inasmuch as the front end vf the b ag 
carried no initials, Bob waited until 
the man had p assed him 
and 
then j Parlin, C E 
east a sidelong glance at the other end P atric k, E A 
of it. 
In small gold letters across its 
b ase he read the initials: T. M. C. 
“T. Morgan C a rey!” 
In a b ound Bob was at the stranger’s 
side and laid a firm detaining grip on 
the la tte r’a arm. 
The 
m a n 
turned 
angrily and glared at Bob . 
“Mr. T. Morgan Carey?” said Bob 
McGraw quietly, “you’re w an te d !” 
The man tremb led. 
Bob could feel 
a distinct quiver p ass up the arm he 
was holding. 
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-what—who wants me?” 
he 


Bob guessed 
him 
to 
b e) 
p assed 
through a gate in the counter and on 
Into an inner office. 
H e returned a 
m oment 
later, 
p ulling on his office 
coat. 
At the counter he p aused and 
faced Bob . There was still a susp i­ 
cious look in his alert intelligent eyes. 
Bob drew’ the fifty ap p lications from 
his suit-case and p assed 
them 
over 
the counter. 
“Hurry with the m ” he 
» aid. 
“There isn’t any time to lose. 
Did Carey tell you anything ab out tha t 
fellow Mr. McGraw, who filed on the 
Cottonwood lake w ater?” 
The dep uty nodded. 
“ H e ’s dangerous” warned Mr. Mc­ 
Graw. 
“H e’s 
tumb led to the little 
comb ination and he ’ll up set the ap p le­ 
c a r t if you don’t b eat him to it. 
H e 
m ay attemp t to Lully the old m an in­ 
to a consolidation b y threatening to 
mandamus your chief and force him 
to accep t the filings. 
McGraw’s d a n ­ 
gerous and he’s got b ig influence b e- 
hlnd him. T he old m a n ’s w or ried." 
The dep uty 
arched 
his 
eyeb rows 
cynically. 
“ Where do you come in ? ” 
b e queried. 
Bob drew b ack the lap el of his coat 
and showed the b utt of his automatic 
gun nestling under hia left arm. 
“I’m 
p laying a p urely p rofessional 
engagement, ray friend. 
If McGraw 
should show up here this morning it 
is m y b usiness to take care of him.” 
T he dep uty’s susp icions were allay­ 
ed at last. 
He smiled 
in 
friendly 
fashion. 
“Keep him away 
until 
nine-thirty 
end there’s no danger” he said. 
H e 
aeoop ed up Bob ’s 
ap p lications 
and 
ekhnm ed through them. 
“Did 
you 
b ring the coin?” 
Bob p laced twelve hundred and fifty 
dollars on the counter and shoved it 
toward the dep uty. 
“I won’t wait for the receip ts. It’s 
too risky. 
Make them out as fast as 
you can and I’ll call for them after 
the office op ens." 
He grinned know­ 
ingly, 
‘T m going out in the corridor 
to keep inquisitive p eop le away 
and 
give you time to work. 
ou didn't b ring the Instruments 
of ab andonment for the old filings— " 
*1 know’ it. 
Carey has them. 
H e ’ll 
p rob ab ly b ring 
them 
over 
himself 
later in the day. 
Too risky—getting 
ov e r here so early. 
There's a gum 
» hoe man on his trail." 
“ All right” said the 
dep uty, 
and 
hastened to his desk with the b undle 
of ap p lications. 
Rob 
unlatched 
the 
door, p eered cautiously up and down 
the tb > <T;ed corridor, and ap p arently 
finding the coast clear step p ed out in­ 
to the hall. 
For fifteen minutes he walked up 
and down the corridor without m eet­ 
ing any one more formidab le than the 
Janitor, and p resently tile janitor, hav ­ 
ing ^comp leted Hie sw eep ing of j hc i 


“Wha 
said. 
“Your dear old Uncle Samuel. H e ’d 
like 
to 
have you ex p lain a delicate 
m a tte r in connection with the p ub lic 
domain. 
Give m e the little grip and 
come along quietly. I think that would 
b e the b etter way. 
If you make a row’ 
ab out it, of course I'll have to p ut the 
b racelets on you; and I’m sure neither 
of us wishes that 
to 
hap p en, 
Mr. 
Carey.” 
Bob sp oke kindly, 
almost 
regret­ 
fully, b ut there was no mistaking the 
fact tha t he m eant b usiness. T. Mor­ 
gan Carey’s face was 
ghastly. 
He 
surrendered the grip without p rotest, 
the v.’hile he gazed at Bob like a trap ­ 
p ed animal. Presently he m anaged to 
p ull himself together sufficiently to de­ 
mand in a tremb ling voice: 
“But— why— I don’t 
understand. 
W here’s your authority? Have you a 
warrant for— this— this outrageous 
p rocedure?” 
“I have no w arra n t for you, 
Mr. 
Carey. 
I —” 
“Then let me p ass ab out my b usi­ 
ness, sir. 
How d a r e —” 
“Easy, easy! \ rou are not arrested in 
the commonly accep ted sense of that 
term, b ut if you p lay horse with me 
you will b e. 
1 cam e here this morn­ 
ing to find you and ask you to come 
quietly with m e and answ er a few’ 
questions; also to let me see what 
you’re carrying in this grip .. 
Como 
along now, Carey. 
You only m ake out 
a case against yourself b y resisting. 
I sup p ose you a re aw are of the fact 


tha t a secret fferrlce agent requires 
no w arra n t to m a k e an arrest. 
(Bob 
did not know tha t such was the case, 
b ut he made the sta te m en t 
at 
any 
rate.) 
You are temp orarily— ap p re­ 
hended—up on information r.nd b elief. 
If you are worried ab out the p ub licity 
that m a y attach, I give you my word 
the newsp ap ers shall not hea r of this 
unless a formal charge 
is 
entered 
against you. 
Come with me if you 
p lease, Mr. Carey.” 
lie drew Carey’s right arm through 
his own strong left and marched him 
down the corridor. 
It had b een his 
first intention to escort 
T. 
Morgan 
Carey to the office of the now’ defunct 
Desert 
Develop ment 
Comp any 
and 
lock him up there for the good of his 
soul—b ut a more convenient 
means 
of marooning his enemy now’ p resent­ 
ed itself. 
The door to the janitor’s 
room was op en; 
an 
electric 
light 
b urned within, and from tho keyhole 
of the half op en door a b unch of keys 
was susp ended. 


Peacock, Ben K 
Patrick. E I) 
Pearse, F M 
Peterson, Oscar 
Phib b s, Mrs J ohn 
Pip p ert, Ida 
Pitcher, Louis A 
Block, E d w a r d 
P ra tt. A n n a 
E 
Potts. P e arl 
Prescott. Hollis 
Prescott, Lillian M 
P rescott, Geo F 
P re ston , \V L 
P re ston, F C 
P ortn e r, J I) 
P ort ner. J L 
Peacock, F D 
Peacock. F 
I) T rust 
Pickle, Ross 
Block, C W 
’ Pop e, P L 
i P a s m a n d y, Steve 
I Brieve, Alfous 
( P e n n y, J a m e s F 
Peip er. G A 
P a lm e r , 1) G 
P re utz, J F 
P rindaville, T E 
Quaco, R icha rd 
¡Quest, H M 
I Quin n, K a the r in e 
jQ uad lin e. J a n e 
Quick, H L 
Quiinb y, P hoeb e 
ltaffensb erger, H a r ry 
R a m m e lt. H e rm a n 
Rasch, H M 
Rawls, A M 
Read, Lee 
Rector, H e n ry 
i Redfern, L F 
Reed, G eo J 
Reilly, Agnes 
Reilly, R ose 
Relsenger, 
Allison 
Reister, F red 
Resek, A C 
R esek A- Bales 
Reynolds, C E 


2030 
2 0 
20 
35 
* 20 
25 
3 5 
20 
• 5 
20 
2 0 
15 
75 
20 
HO 
10 
20 
15 
245 
3 5 
2 0 
7 45 
3 5 
35 
ISO 
15 
35 
2 2 0 
15 
3 5 
65 
20 
280 
1580 
9 85 
80 
20 
35 
15 
40 
310 
2 0 
20 
385 
25 
27 5 
25 
5 5 
4 20 
55 
25 
2 0 
2 0 
35 
100 


(C on tin ue d in nex t issue.) 


ELDENA. 


Eldena, July 4— Mr. and Mrs. Da­ 
vis, the Mrs. M a r t ha S hip p ert family, 
the Wm. Welch family, Israel 
Al­ 
b right and sister, Miss Goldie, and 
Mr. an d Mrs. George Welch of W a l­ 
nut p icnicked at S tarv ed R oc k 
to­ 
day. 
Bert S hoe m a k e r and family, 
eth 
R e in ha rt family, t he R ub y W right 
family an d H a r ry F re ed an d family 
went up the riv er toda y to fish and 
enjoy a p icnic. 
T he 
following 
from 
E ld e n a 
p ic­ 
nicked at Lowell p ark today: LeRoy 
(Ressner and family, F re d Glessner 
and d aught e r , Mrs. I). W. W ilt of Chi 
(ago, J e r r y Glessner an d family an d 
F r a n k Glessner a n d family. 
H e n r y Ship p ert sp ent the 4th at 
W alnut with the Lyle R isden f a m ­ 
ily. 
Mr. and Mrs. P ercy H ow a r d sp ent 
the 4th in S terling with he r p eop le, 
Mr. an d Mrs. H uffm an. 
Mr. and Mrs. R a lp h H ow a r d sp ent 
the 4th at the Kp h. H ow a rd home. 
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T he Evening T el e gr a p h delivered 
b y c a rrie r b oy a t your d oor in the 
city 
of 
Dix on 
a n d 
T he 
Chicago 
T ri b un e delivered 
b y the p ostm an 
b oth one year for $8.50. 
F or f ur ­ 
t he r p articula rs call No. 5. 
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Taylor, J E 
Taylor, J P 
Taylor, Anna II 
T uym a n, E A 
Taylor, W a lte r II 
Teuric k. E d gar E 
Teeter, Dale W 
Teeter, J W 
T en n a n t, H C 
T e n n a n t, A H 
Tetrlck, F re d 
T etrick, J L 
T hom a s, J ohn 
T hom a s, M Louise 
T hom a n n , F re d A 
T hom p son, W C 
Thom p son, It W 
T hom p son, W illard 
T hom p son, Olive B 
T hom p son, I) S 
T hom p son, F r a n k 
Thom p son, Wm 
T hom a n n , C onstant 


50 
550 
8 9 5 
3 5 
250 
13 0 
116 0 
220 
700 
15 
57 0 
2 5 
240 
140 
20 
24 5 
40 
9 0 
4 5 
55 
3 5 
9 5 
15 
70 
230 
15 
25 
140 
35 
405 
50 
20 
20 
6 5 
80 
20 
130 
7 5 
505 
165 
47 5 
7 0 
35 
535 
20 
4 75 
835 
110 
37 0 
27 5 
580 
57 5 
8 5 
45 
16 80 
20 
130 
3 60 
55 
2 0 0 
3 8 5 
1 20 
25 
89 0 
80 
59 0 
80 
20 
1 7 0 5 
255 
10 0 
115 
2 2 0 
30 5 
3 0 0 
10 0 
8 5 
3 5 
25 
140 
3 5 
3 0 
3 0 
3 4 0 
29 0 
20 
2 5 
110 
20 
305 
15 
♦id 
25 
40 
60 
6 20 
20 
20 


Todd, W m c 
T ourtillott, A T 
Tosney, M artin J 
1 racy, T hom a s 
T r a ut m a n , W D 
1 r a ut m a n & Manges 
Trein, W E 
Trein, M ary E 
Trib ou, F K 
rrip p e er, J ohn 
T ra in e r, Minnie A 
Trow b ridge, Mrs R 
T row b ridge , L R 
Trusdell, E m m a 
Tuffley, Geo E 
T urn e r, J a m e s 
Tyrell. J ohn 
Taylor, A E 
Teachout, Iiob t 
Thom e, J J 
T hom p son, J H ow ard 
Thom p son. H M 
T hom son, * W C 
Todd, Chas A 
Toot, Geo 
T routh, F re d 
T routh, Ja c ob 
T urn e r, Alex 
Tyler, H a r ry 
Toot, Mrs Elizab eth 
T ap p anier, Jose p h 
Taylor, L C 
Teschendorff, W W 
T r ut t m a n , 
Ben 
Troup . A H 
T hom p son , Lon 
Tooth, J ohn 
Trusdell, E m m a O 
T rab er, J 
E 
Uhl, E lm e r 
Uhl, Grace C 
Unangst, W m 
U nderwood, F r a n k 
Utley, Gordon 
Universal Oats Co 
Uhl, D B 
Unger, L G 
U nderwood, W A 
Vaile Hi O ’Malley 
Van Ep p s, W II 
V augha n , J ohn 
Vest, It L 
Voight, A ugust 
Vail, Morrison II 
Vaile, Ed 
Van Bib b er, J D 
V augha n , U S 
Vanderhelt. J H 
Villiger, Josep h 
W achteil, W m 
W agn er, Olive 
W a gner. Anna D 
Wall Sing 
Wakley, J a m e s 
W aik er, George 
Wallace, Bert 
W allace At- Anderson 


W "N 
■0- r 


A m t. Ass’d 


35 
200 
215 
20 
9 5 
125 


Wilson, Uhas J 
15 
W i n ge r t, E E 
27 0 
W inders, W R 
25 
W inters. K a t e 
40 
W inders, Ed 
20 
Wise, H en ry 
20 
29 7 0 
Witzk'b , O tto 
9 5 
50 
Wolf. R om a n 
3 5 
105 Wolfe, Chas W 
20 
25 
Wolb er, Roy 
25 
(> 10 Woody at t . Geo 
10 
30 Woolley, W W 
4 55 
140 
Woolley, C larinda 
117 0 
30 5 
W hyte, T hom a s 
15 
40 
W ragg, P e t e r 
40 
15 
W elstead, Guy 
35 
20 W a r n e r , W ilb ur 
140 
150 W a rn e r. H a r rv 
6 7 0 
50 Williams, Geo 
57 5 
40 Wilson, Jose p h 
55 
30 W a de, T hom a s 
25 
15 W a d s w ort h, It II 
50 
25 W a rd , T A 
30 
2340 W a re, H en rv 
45 
8 40 Weisz, Will C 
80 
20 W ent ling. J M 
40 
20 W e rn ic k , E n re s t 
245 
20 Williams, C lara 
20 
20 W eb ster, G W 
25 
500 W ood w or th, 
Dudley 
40 
25 Yarwood, ltox ie 
30 
9 5 Yates, Sam 
25 
60 Yonts, Chas II 
8 5 
20 Young, Thos 
100 
JilL X um igm a n . S_W 
50 
9 5 Yost, Philip 
15 
Young, J ohn 
20 
Yoder, R e ub en 
7 50 
Young, Thos 
27 0 
Youngb erg. J ohn 
35 
Y’enkey. J ohn 
25 
Zaleski, M 
15 
Zoeller, Ed 
235 
Zoeller, F r a n k 
6 50 
Zop f, Chas 
50 
Zop f, E F 
20 
Z arger, It L 
20 
Zop f, Win 
20 
Zorgor, J B 
20 
Zound, J a k e 
15 
Zulil, 
F ra n k 
40 
Dix on National 


Fassig, K a the r in e 
F lorscheutz, J ohn A 
Florscheut*. Wm 
Florscheutz, Ed 
Florscheutz, August 
Florscheutz, Eliza­ 
b eth 
Florscheutz, E s the r 
Florscheutz, Alb ert 
F oulk , Alb ert 
Foulk, A r t hur 
Fox , Jesse 
Gander, P ros p e r 
Ganz, H en ry 
Oallisath, J ohn W 
G allisath, F r a n k 
G ehant, Josep h 
G eb aut, Oliver 
G ehant, H en ry T 
G ehant, H e n r y W 
G ehant, F I) 
Gehant, F J 
G ehant, L a ur e n t 
G ehant, A ndrew 
Gehrig, M a rga re t 
Gewecke, Ed 
Gilmore, Arlo 
Gilmore, Fred 
G ra a d j e a n , J ule 
Graf, Mrs Mary 
G uthrie, S L 
Guffin. Chas 
H aefner, Mrs F re d 
H aefner, Anton 
H a gorm a n, J olin 


7 20 Mehl b recht, Ja cob 
7 80 M ehlb recht. J ohn 
4 20 M ehlb recht, Levi 
7 85 Meister, Geo 
6 30 Meyer, E w 
Miller, Marie 
Miller, Dora 
J 
B 
Granville 
Emil 
,L I) 
Roy 
R ub y 


31)5 
330 
485 
4 20 
1300 
40 
4 5 
845 
250 
15 
4 50 
18 5 
230 
45 
1125 
120 
60 
455 
6 85 
36 0 
26 05 
1830 
or, 


15 
550 
215 
510 
3 5 
15 
2035 
19 0 
16 80 
80 
20 
840 
3535 
280 
40 
29 5 
50 
29 5 
27 5 
45 
15 
9 5 
1035 
60 
40 
65 
35 
15 
20 
47 0 


Bank 
48000 
City National Bank 
4 6 000 
U nion S tate B a n k 240UO 


W E S T BR O OK LY N. 


1040 
60 
20 
1115 
9 5 
15 


183! 


500 


20 
7 5 
7 7 0 
20 


W a lters, G F 
W a rd , W a ld o 
W are, W H 
Ware, Chas 
Wallin, J ohn 
W a r n e r , H C Cons 
J e n n ie H aus e n 
W a r n e r , H C G uard 
T heod ore Lloyd 
W a rn e r. H C T rus te e 
M artin B ra ut iga n 16 7 0 
W asley, J ohn 
W atson , S N 
W a tts , E a rl R 
W eaver, Lee 
W arn e r, H C Adm 
Caroline B a k e r Est 
W a r n e r , H e r b e r t 
W eb ster, E H 
Web ster, J O 
W e dekind. Carl 
Weigle, A1 
Weiser, G F 
Welch, Fred 
Welch, Mrs M T 
Welch, J ohn 
W end Je, P a y 
W enger, J ohn 
W e nger, H enry 
W e rre n . J B 
West, E l m e r C 
West, Roy 
W heeler, II O 
Wheelook, J H 
W heeler, H ow ard 
W hi p p e r m a n , F r a n k 
W hi p p e r m a n , F re d 
W hi p p e r m a n , H arry 
W hi p p e rm a n , Lizzie 
W hitlow , W m 
W hiteb read , Jesse 
A B 


Wm 
E rn e s t 


F 
Tib b ets, T heres a 
Tillson D rug Co 
Teschendorff, W W 
Teschendorff, W W 
T haye r, Flora 
Todd, Chaa A 
„ 


236 
36 0 
25 
60 
ISO 
9 0 
85 
10 
35 
20 
9 0 
59 5 
345 
20 
20 
50 
20 
6 00 
520 
50 
25 
15 
20 
520 
25 
25 
16 5 
35 
25 
350 
9 5 
75 
186 0 
185 
2 0 
25 
20 
** 20 
2 0 
4 805 
835 
27 5 
125 
55 
300 


W hitcom b e, 
White, M L 
W hite b rea d . 
W hiteb read , 
W hite, W a lte r 
W hitish, J A 
Wlckey, Clarence 
Wicken, Glenn 
W einer, M ary G 
W ilb ur L um b e r Co 
W ilhelm , Casp er J 
Wilhelm, Russell 
W ilhelm, G C 
Willever, J C 
Williams, J ohn A 
Williams, W m 
Williams. J II 
Willis, N ancy C 
Wilson, C It 
Wilson, Tom 
Williams, J C 
W ilhelm , P F 
Wilson A uto Co 
Wilson, A L 
Wilson, C larence 
W i n e b re n n e r, Chas 
W inn, W H 
W in ters, M M 
W inters, J E 
Wiser, F r a n k 
W ithers, L Virginia 
WItzleb , Chas 
Wit zieh, Otto 
W ohnke, F red 
W ohn k e , Ja cob 
Wolf. Geo 
Wolfrey, H erb e rt 
VVoltz, G E 
W ood b urn , Lucy 
E 
W oodyatt, Will 


835 
105 
155 
6 0 
35 
4 0 
35 
15 
I 6 
20 
15 
2 0 
85 
110 
20 
20 
1 50 
165 
5 0 
II 2 5 
19 5 
J 3 5 
15 
15 
15 
50 
120 
‘"I 
2«) 
4 5 
25 
35 
15 
30 
74 20 
15 
25 
60 
35 
25 
15 
29 5 
256 0 
40 
35 
16 0 
4 5 
2 0 10 
115 
35 
59 0 
100 
10 0 
7 5 
15 
5 1 5 
40 
570 
9 5 
60 
20 
15 
60 
10 0 
20 
20 
15 
50 
36 
230 


Ab ell, H arry 
Ab ell, Lenora 
Adrian, E m m a 
A lthaus, P eter 
Anglem eier, 
A r t hur 
Anglem eier, J P 
Archer, J S 
Archer. G I) 
Archer. A r t hur 
A shcraft, W E 
A uchstetter, W m 
A uehstetter. W m 
A rgraves, S O 
A rgrav e s 
& C a rn a ha n 
100 
B a n k s , J W 
207 0 
B arr, Andrew 
B arr, Michael 
B arnickel, W m 
Barnickel, Alb ert 
Barnickel, Chas 
B arnickel, P e te r 
Bnuer, L C 
Bauer, H a r ry 
B a ue r. M artin 
B auer, M artin 
B a ue r, F r a n k 
B a ue r, Chas P 
B auer, J E 
B auer. Adolp h 
B auer, W m E 
Bauer, Rosina 
Bauer. G F 
Bauer, G G 
Bauer, Daniel 
B e n n ett, A b ra m 
B eem er, J ud 
Beem er, Alvin 
B e ttn e r, Ottle 
B ettner, Ottle Est 
B ettner, W m 
Bettner. A ugust 
B ettner, Edw in 
Betz. C J 
B e rn a rd in , H e n r y 
Berscheid 
Sisters 
Bieseeker. A M 
Biesecker. Alb ert Sr 
Biggart, F red 
zi> 
Bittner, Wm 
16 7 5 
Bittner, Mrs E r ha r t 1010 
B r a d s ha w Hi B ra d s haw 
115 
B rad s haw , L E 
B rads haw , Chas 
B rewer, Geo 
Buck, Jacob 
B urd, J W 
Burley, Chas 
Burley, A rt hur 
B urle y 
Hi Burley 
Burg, Caroline 
Birdul, 
Amund 
B utler, E L 
B utler. Delos 
Cain, Marv 
Card. E M 
C a rn a ha n , S tep han 
C a rn a ha n , Chas 
C a rn a ha n , H L 
C a rn a han , Lafaye tte 
C a rn a ha n , W H 
C a rn a ha n Bros 


60 
17 5 
500 
14 3 5 
100 
20 
9 10 
225 
4.10 
1 20 
19 5 
120 
3 4 5 


510 
36 
110 
46 0 
2 4 6 
6 05 
406 
230 
40 
2 D) 
15 
42*0 
840 
580 
630 
2 0 
335 
400 
625 
85 
7 00 
555 
40 
2 0 0 0 
10 
3 20 
7 45 
5 1 0 
870 
6 85 
7 5 
15 
o n 


C a rn a ha n Bros 
Case, Am und 
(Tiaon, Wm 
Chaon, H en ry 
Chaon. F ra n k 
Clemm ons, Erne st 
C lem m ons & C lem ­ 
m ons 
Cook, Carrie 
Cook, Cynthia 
Cook, Roy 
Cook, H en ry 
Cook, H arvey 
Cook, W a lte r 
Cook, Nettie 
Cook, Nettie 
('ole, E d n a 
W ood yatt, Leonard 
W oodyatt, H ow ard 
W oodyatt, R A 
W oodyatt, Al C 
Woolever, 
Philip 
Wool worth, F W & 
Co 
117 0 
Worley, B A 
(25 
W orsley, W J 
4 50 
W orthin gton , W E 
70 
W ue rih, W E 
200 
W ynn, M ary F 
3 5 
Wolford, W 
15 
Worker, Philip S 
40 
W a rd , Geo A 
110 
W a r n e r , A C 
17 215 
W a rn er, 11 C 
19 50 
W atson, M A 
125 
W atts, J W 
210 
W a tts , O L 
30 
W are, H F 
20 
Weisz, C E 
75 
W edlake, Mrs Geo 
20 
W elhezahh, Mrs Belle 3 5 
Welstead, Jesse 
40 
W eyant, J U 
170 
W hi p p e rm a n . Chas 
30 
W hip p le, C A 
50 
Whip p le, L eon a rd 
60 
W ilhelm , L ester 
or> 
il liants, J li 
135 
Wllsoa, A ngler W 
120 


Cole, Lydia 
Cole, Simeon 
Comp ton, A ndre w 
Conkey, H D 
Cornsehack, J ohn 
D anekas, H II 
Davis, H enry 
D anekas. Fred 
Derr, J ohn S 
Derr, A L 
Dinges, George 
Dinges, J ohn II 
Dishong, W II 
Dorb in, Louis 
Dolan, P ete r 
Dorn, F r a n k 
Duffy, E P 
Eddy, Jesse L 
Eggers, W m 
Eggers. J ohn 
Eich, Mary 
Eich, Geo 
E n gle hard t, G ustave 
Erb es, J ohn 
Erb os, Mrs J ohn 
Fairchilds, Zina 
F a r m e r s E levator Co 


150 
130 
4(1 
35 
105 
2 5 
25 
105 
1850 
4 0 5 
2 0 
9 5 
15 
3 5 
8») 
2 0 
3 5 
55 
210 
5 4 5 
2130 
175 
35 
410 
3 3 5 
60 


40 
340 
30 
36 0 
15 
60 
535 
15 
50 
5 5 
15 
240 
15 
9 5 
230 
70 
15 
105 
30 5 
20 
4 4 5 
36 5 
45 
10 
85 
10 
255 
170 
7 9 0 
119 5 
15 
330 
335 
9 25 
10 0 0 
80 


H alb m aier, Geo 
H alb m ale r, F r a n k 
Hal b oth, W m 
Hal b oth, J G 
Hand, E D 
Haas, Martin 
H alb m aie r, J ohn 
I lei man, J ohn 
Hei m an, E J 
Holm an, Lorenz 
H en ry, Leop old 
H enry, E d w a r d 
Henry, Am el 
H enkel, C P 
H enkel, J C 
Henkel, Win J 
H enkel, J A 
H e r m a n , F r a n k 
Hills, W N 
Hi Id man, H en ry 
H oern e r, Louie 
Iloern er, F r a n k 
H oldren, Mrs M C 
H oldren, Chas 
H oldren, C L 
H oldren, C L Est 
Holdren, B L 
Horton, J ohn 
H orton, W m 
H orton, 
Ida 
H ough, E lizab eth 
mu'DscIt. A ndrew 
Hyde, Ellen 
Ikler, F r a n k 
Irwin. Floyd 
Je an b la n c, C A 
Je a n b la n c, Alex 
Je a n gue n ot, A F 
J ohn son , Carrie 
John s on , Calvin 
John son , Mary 
John son , Levi 
John son . Clement 
Jones, George 
Jones, Mrs S E 
zi> 
July, L C 
6 7 5 
July, Chris 
345 
Kaiser, George 
3 25 
K a uf m a n , Jose p h 
17 9 5 
K ehm , C on rad 
4S5 
K er c hn e r Bros 
36» ) 
Kessler, Geo 
4 65 
Kettley, E A 
145 
Kinkelaar, H en ry B 12)) 
K n a ue r, H N 
5 5 
K n aue r, J N 
30 
K ra m e r. Geo 
430 
Kreb s. R up e r t E 
4 0 
K rings, P aul 
237 0 
Krorn, George 
3 65 
K uehn a , J ose p h 
4020 
K utte r, L W 
40 5 
L ad en b erger, 11 A 
7 30 
L ub k ue hn e r, Christ 
15 
Litto, E lm o 
20 
Loan. J a m e s W 
210 
Longb ein, Chas 
280 
Longb ein, Ja cob 
250 
Long, M E 
15 
Long, W J 
135 
Long. B J 
46 5 
Lum , H arvey 
Mannon, J E 
Man non, J K 
Martin, Alb ert 
M atthews, H e ste r 
vtatheslus, Alb ert 
McKern, C ynthia 
M ehlb recht, Adam 


z o 
50 
30 
3 4 80 
15 
515 
16 0 
4 5 
4 9 0 
440 
9 9 0 
6 9 0 
40 
47 50 
1445 
50 
16 5 
5Ü0 
180 
525 
30 
815 
6 25 
49 5 
2 0 
47 5 
4 5 
430 
805 
2 0 
60 
50 
6 7 45 
30 
57 0 
9 00 
30 
29 0 
180 
2 0 
89 0 
39 5 
6 45 
5 4 5 
25 
3 60 
55 
30 2 0 
17 25 
17 00 
39 5 
9 R 


Miller, 
Miller, 
Miller, 
Miller 
Miller, 
Miller, 
Michel, J H 
Mi rely, G (1 
Moore L um b e r Co 
Moir, J ohn 
Montavin, Henry 
M ontavln, E d w a rd 
Montavin Hi Montavin 
Montavin, F r a n k 
Montavin, Lewis 
Montavin, J us t e 
Myrtle, W m 
Nelson, Mary 
Oester, F L 
Oester, Rose 
Ogilve, C L 
Otterb ach, Chas 
O tterb aoh, W A 
P a r k e r , Wm 
P arks, Lewis 
Pool, C C 
Ponto, Gus 
Louis 
Polltsch, 
R A 
Pol it sch, Geo 
Phillip s, L L 
Prentice, Lyle 
Rice, W a r re n 
Richardson, J S 
Risley, Chas 
Rhodes, J W 
Russel, Melvin 
Samp son, M H 
Schmidt, Mrs J ohn S 
Schmidt, Philip 
Schmidt, J ohn 
Schmitz, Thoo 
Sch nu ok el. Geo 
Schnuckel, Chas 
Schnuckel, W m 
S ib igtroth, B T 
Son dog rot h, P J 
Stein, Gilb ert 
Stein, H P 
Stein, H P 
Stein, Philip 
Sterner, Richard 
Stout, Chas 
Stout 
& 
Dishong 
Stroup , I) R 
Swop e, R ob e rt 
Swop e, E N 
*8 
Swop e, Geo 
Swop e, S arah A 
Swop e. Sarah A 
T orhune, Ida M 
T hom p son. J ohn 
Tresler. K ate 
T rib b ett, 
Roy 
T ruc k en b rod . Carl J 
Tullis, Geo 
Fitch, B W 
Ultch, W m 
Untz, J ohn 
Vincent, E E 
Vincent, Amol 
Vincent, E ugen e 
Vincent, Goo 
Vincent, Josep h 
W alter, P aul 
W alter, J ohn 
Walters, Geo 
W alters, Elorian 
W eb b er, W m 
Web b er, John 
Weisensel. 
F ra n k 
Wen del, Henrv 
Wicks. O J 
W e llm an , Matilda 
White, E C 
Wolf, George 
Woods., Irving G 
Woodruff, A A 
Yocum, E M 
Y’ost, J ohn C 
Zim m erline, Chris 
Z i m m erm a n , C onrad 
Z im m e rm an , Geo 
Zinke, W m 
J N 
Hi Henkel 
George 
H e n ry 
C has Sr 
Chas 


Zinke, 
Zinke 
Zinke, 
310’ Zinke, 
14b Zinke, 
30 Zinke, 
8 5 Zap h, Max 
15 H L G eha n t 
450 
Co 
53 5 First National 
55 
of Com p ton 


J r 


10« 
9 9 5 
515 
2585 
17 60 
16 05 
20 
15 
46 
430 
45 
9 2» 
3330 
100 
36 0 
12 2 0 
2 2 0 
2 2 0 
285 
70 
85 
17 5 
140 
2 0 
2o 
19 9 0 
15 
20 
7 86 
385 
310 
415 
12 0 
185 
49 0 
525 
345 
37 0 
15 
70 
9 7 6 
55 
10 
17 0 
16 
500, 
585 
49 5 
6 25 
7 36 
466 
7 7 0 
445 
570 
400 
9 0 
45 
9 06 
10 
165 
815 
16 
* 
236 
39 0 
40 
15 
60 
40 
15 
30 
9 5 
130 
15 
9 45 
7 36 
3 9 5 
145 
16 
15 
9 0 
6 00 
20 
49 6 
206 
5tl 
12 0 
7 50 
330 
27 85 
15 
10 
200 
20 
20 5 
15 
17 6 5 
6 15 
37 0 
230 
46 0 
19 0 
36 5 
150 
39 0 
39 5 
26 
16 25 
400 
B anking 
15000 
B a a k 
6 9 10 


Fassig, P M 
Fassig, Geo 
Fassig, J ohn 
Fassig, J ob u 


2150 
9 15 
505 
70 
12 0 


INSURANCE. 


T he following is a list of the 
in- 
nurance com p anies do.rig b usiness in 
the T ow nship s of Dix on and B rook ­ 
lyn, *. ounty of Lee and S tate of Ill­ 
inois, as shown b y the Assessment 
List re tur n e d b y tlie Assessors 
for 
the year A. 1). 19 18: 
Dl YON. 
E. IL R aym ond, Agent. 
National F ire Ins Co 
$255 
F ire m a n s Fun d Ins Co 
235 
N iaga ra F ire Ins Co 
, 
17 0 
P hoenix Ins Co 
2 20 
A m erican Alliance Ins Co 
100 
Scottish Union Hi Nat Ins Co 
100 
London A ssurance Corp n 
65 
G eneral Fire Ins Co 
30 
Sm ith Ac I.eake, Agent« 
T he Queen Ins Co 
86 
Ins Co of N orth America 
455 
Liverp ool Hi Loudon & Glob e 
Ins Co 
310 
T he H om e Ins Co of New Y’ork 27 0 
T he H a rtford F ire Ins Co 
330 
Sp ringfield Fire Hi Marine Ins Co 116 
Fidelity P hoenix Ins Co 
45 
T he Aetna Ins Co 
126 
G re at American Ins Co of New 
Y ork 
120 
N orth British H i M ercantile Ins Co 3 6 
H. Raffeub erger & Sons, Agents 
Fid elity Phoenix Ins Co 
1200 
J. F. Haley, Agent. 
Citizens Ins Co of Missouri 
100 
C om m ercial Union A ssuranc e Co 
London, E n g 
120 
N or t he r n A ssuranc e Co, Lnitd, of 
London 
9 6 
P rovide nce W a s hin gt on Ins Co of 
P rovide nce It 1 
56 
Royal Ins Co Ltd of Liverp ool 
70 
S ta n d a rd F ire Ins Co H a r tf ord 
Conn 
10 
A m erican C e ntral Ins Co St 
Louis 
125 
F . X. N ew com er Co., A gents 
D ub uque F ire 
Hi M arine in s Co 150 
C onnecticut F ire Ins Co 
1120 
C oncordia F ire Ins Co 
17 0 
H an ov e r F ire Ins Co 
285 
London & L an c ashire F ire Ins Co 00 
M ilw a ukee Mechanics Ins Co 
160 
New H a m p s hire F ire Ins Co 
180 
N ort hw e s te rn N ational Ins Co 
205 
A m erican Ins Co 
1020 
W e s tc hes ter F ire Ins Co 
17 0 
Ins Co of State of P e n n 
126 
Security Ins 
Co 
340 
P a la tin e Ins 
Co 
9 5 
Reliance in s 
Co 
17 5 
- 
L 
■ 
i , 
— 
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Telegraph Wan! Ads 


FOR 25 WORDS OR MORE 
lc a Word for ....................................... 2 Times 
3c a Word a Week ................... 
6 Times 
5c a Word Two Weeks ......................12 Times 
a Word a Month ............................26 Times 


Rates for Locals (a line a day )................ 5 cents 
Card of Thanks....................................... 50 cents 
Reading Notices, per line 
10 and 20 cents 
(according to position) 


PERSONAL PROPERTY 


(Co ntinu ed fro m page 6) 


H. A. I to e, A gent. 
Aetna Ins Co 
W. W. Woolley * Agent 
Girard Fire & Marine Ins Co 
Natio nal Fire Ins Co 
Mechanics Fire Ins Co 
No rthwestern Underwriters Ins 
Co 
Bo sto n Fire Ins Co 
No rthern Fire Ins Co 
Natio nal Liberty Fire Ins Co 
Jo s. IVtersberger, Agent 
Orient Fire Ins Co 
New Yo rk Underwriters 
Ins Co o f No rth Aineriea 
Fire Assn o f Philadelphia 


WANTED 
FOE RENT. Mo dern apartment o f 6 
ro o ms and bath. 
Beau tifu l lo ca­ 
tio n. Frank Ro sbro o k. 
152 6* 


WANTED. 
Wo pay nighest market 
price for rags, rubber, iron, hides, 
wool and paper stock. Also junk and 
Mcend band automobiles. 
W ill call 
lor y our orders promptly . Your busi- 
bosb greatly appreciated. Alway s call 
Phone II. J* Slnow, Dix on, 111. 
4Stf 
-------------------------------------------------------- 
WANTED. Maid. Apply at hospital. 
138 tf 


.WANTED. 
Competent girl for gen­ 
eral house work. 
One who can 
stay at her own home nights. Call 
Home phone X8 37 . 
8 7 tf 
» - 
■/ .. 
WANTED. 
All kinds of junk, wool, 
hides, etc. Full market price paid. 
Doing busienss with me means more 
money for y ou. Telephone 8 5. S. W. 
Rubenstein, J unk Yards at 315 High­ 
land Are. 
9 5 tf 
fc— • 
..............................—................... 
J OB PRINTING and will giv e yo u an 
estimate at any time on any jo b. Call 
'phone No. 5. 


WANTED. Men. Steady emplo yment, 
go o d wage. Apply at o nce. 
Bo r­ 
dens Co ndensed Milk Co . 
152 10 


WANTED. Girls. Steady emplo yment, 
go o d wages. Apply at o nce. Bo r- 


FOR 
RENT 
J uly 1, an apartment 
apartment ov er Ware’s store. Fox 
further 
particulars enquire of Mrs. 
H. U. Bardwell. Phone 303. 
141tf 


FOR RENT. 
Newly pebble dashed 
and painted 10 ro o m ho u se o n Mad 
iso n Ave. near 2nd St. Electricity and 
city water; arranged fo r two fami­ 
lies. Mo derate rental. Geo . C. Lo ve­ 
land. 
154 4 


220 


20 
85 
40 


35 
90 
45 
290 


30 
lit* 
50 
50 
Lo ndo n & Lancashire Fire Ins Co 90 
Pennsylvania Fire Ins Co 
65 
Geo . S. Co u kley, Agent. 
Newark Fire Ins Co 
Co mmo nwealth o f New Yo rk 
The Great American Ins Co 
Ho me Ins Co o f New Yo rk 
Chas. A Kearney , Agent 
Pho enix Assu rance Co 
Co mmercial Unio n o f New Yo rk 4 5 
Geo. B. Stitzel & Son, Agents. 


60 
125 
60 
175 


40 


FOR RENT. Mo dern fu rnished ro o m. 
Pho ne X615. 315 E. 2nd St. 
14 8 tf 


FOR RENT. 7-ro o m ho u se with fu r­ 
nace, bath and gas. 
Barn if de­ 
sired. 
Inqu ire at the premises. 
122 
East Fo u rth street. 
132 tf 


Natio nal Fire Ins Co 
10 
Fire Assn o f Philadelphia 
25 
Atlas Assu rance Co 
30 
Aetna Ins Co 
30 
Co ntinental Ins Co 
25 
Caledo nian Ins Co 
10 
Michigan Fire & Marine Ins Co 
10 
Ro yal Exchange Ins Co 
10 
Franklin Fire Ins Co 
5 
Cleveland Natio nal Ins Co 
10 
J. N. Sterling, Agent. 
Allemannia Ins Co o f Pittsbu rgh 245 
Bu ffalo Ins Co 
100 
Glens Falls Ins Co o f New Yo rk 345 
Ro yal Ins Co 
55 
Twin City Ins Co , Minneapo lis 
5 
Western Assu rance Co , To ro nto 
25 


Jo hn Stanley e 2.68 a 
same 
330 
6S0 
W arners Su b o f Rlk. 4, No rth Dixo n 
Fannie Camery It 14 
50 
750 
No rth Dixo n 
Chas A Jo hnso n e 100 ft 
It 2 blk 11 
900 
Gu y H Merriman s 60 ft 
wh It 1 blk 27 
550 
Assessors Plat 2. 
Verno n L Schro ck it 
4 
250 
No rth Dixo n 
E H Rickard e 70 ft w 
82 ft It 2 blk 59 
1750 
Lo veland Place Tracts O S 
Chas L Martin It 21 
250 
W H Ru ppert all ex e ?5 
ft It 23 
’ 
70 
Minnie F Kastner 51 
65 
Geo C Lo veland all 
ex 
120x150 ft in se 
co r 
53 
300 
Bu nnell Heights 
Amo s Bo swo rth It 1 blk 1 4 50 
Adelheid Additio n 
Dixo n Lo an & Bldg Assn 
sh It 1 blk 7 
50 
Same nh It 8 blk 7 
60 
Same sh It 8 blk 
7 
65 
Dixo n 
Dixo n Lo dge 727 L O O 
M w 25 ft sh It 3 & w 
35 ft nh 2 B S 


1200 


750 


450 


1900 


850 


545 
590 


90 


900 


250 
260 
265 


W A Schu ler w 63 ft 
Hu ffs reserves s switch 
track 
It 1 & e 75 ft 


FARM 
LOANS 


Unlimited funds at lowest interest 
rate for long term, with 1 >eral pay ­ 
ment 
priv ileges 
stopping 
interest. 
Write H. A. Roe Company , Dix on 
National Bank Bldg., Dix on. 111. 
tf 


BROOKLYN— COMPTON 
Chas. Bradshaw, Agent. 
American Ins Co 
Hartfo rd Fire Ins Co 
Co ntinental Fire Ins Co 
No rthwestern Natio nal Ins Co 
j Milwau kee Mechanics Ins Co 
J Ho me Ins Co 
: Aetna Ins Co 
No rth British & Mercantile 
Ins Co 
Fidelity 
& Casu alty Co 


2880 
255 
100 
55 
15 
35 
65 


35 
20 


lt 2 
8500 
9300 
Esther Carlso n 
sh o f eh 
nh lt 2 & sh nh lt 1 
blk 9 
550 
600 
Fannie Bacharach e 25 ft 
o f Its 7 10 blk 14 
100 
200 
Willis Fry w 50 ft e 75 
ft lts 7 10 
225 
325 
Webster Po o le s 18 1-2 
ft su b lt 13 o f lt 4 blk 
15 
550 
900 
O H Martin lt 5 blk 17 
1800 
2100 
B F Lane e 1-3 lt 9 blk 
19 
150 
1700 
E E Shaw Est sh lt 1-2 
blk 21 
1150 
1450 
W F Aydelo tte w 45 ft 
lts 8 9 blk 27 
450 
550 
Geo C Lo veland n 48 ft 
o f e 120 ft lt 1 blk 33 
300 
1100 


NATION WANT COLUMN 


BULLETIN NO. 1. 


To All Lo cal Bo ards: 
The Engineers Co rps 1» In need o f 
certain skilled men. Only white men 
qu alified fo r general military service 
may be accepted u nder this call. No 
man who is needed to fill the Ju ly 
calls already anno u nced sho u ld be 
allo wed to vo lu nteer fo r this service. 
Vo lu nteers may be selected fro m the 
1918 class pro vided the registrant 
waives all time limits fo r classifica­ 
tio n and examinatio n. 
The fo llo wing types o f men are de­ 
sired: 
Au to Repairmen 


j 


Axemen 
Blacksmiths 
Bo atmen 
Electricians 
Farriers 
Machinists 
Plu mbers 
Riggers 
Su rveyo rs 
Telepho ne Operato rs 
Bridge Carpenters 
>inet Makers ___ 
Cau lkers 
Co ncrete Fo remen 
Gas Enginemen 
Ho rsesho ers 
Bu glers 
Po wdermen 
Saddlers 
Tailo rs 
Timbermen 
Co ncrete Wo rkers 
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Co nstru ctio n Fo remen 
Co o ks 
Draftsmen 
Statio nary Enginemen 
Litho graphers 
Pho to graphers 
Qu arrymen 
Jt PL 
Sho emakers 
Teamsters 
> 
To po graphers 


.at* 


i 


OFFICIAL FOOD PRICES FOR LEE COUNTY 


[ ' 
** 
CJLI 
*!lim 
^ 
Cost o Dealer 
Flour TT-.-.X* 
hh-i w , 
$11.0 
per bbl. 
ugar, granulated 
r— 
: 
8 0 per cwt. 
Nav y beans —. . . . . . . . 
■* »_•) 
Lima beans, psr lb. „ . « 
Milk, ev aporated . . . . *,>...« •; 
Milk, condensed . . . . 
j 
Pure lard, per lb . . . ............... 
Lard compounds, per lb 
Bacon, per lb. . . . . 
„ ..-« . . .j 
ButterIne, per lb. „ . . _ . > * 


■Í 


iÀMìmìà t 
w 


n 
J i 
T f* 5 


Corn meal, per lb. yf* .v .v , .en 
Prunes, per lb. > . . . . . 
Rice, per lb. 
. y i*B 
'• 8 
Pink salmon, per dos 
>2. 0 
Red salmon, per doi. . . . . . . 
2. 6 
Creamery butter, per lb. 
.5 
Cheese, brick or cream, per lb.i 
„ 8 
Egf*. fresh . . 
.................... 


8 .0 
l.Gc per lb. 
.14 1-2 to IE* 
6 .1 per case 
8 .4 per cass 
.28 
.24« 
¡.I 
1-4 to 41o 
„ 24 to SO l-2o 
f. I ex tra for slicing. 
„ 4 1-2 
„ 1 to l i e 
to 16c 
to 2.IS 
to 8 .8 0 


Retailer*« Profil 
60c to 1.28 
1 to 2c per lb. 
2 to 4o per lb« 
2 to 4c per lb. 
1 to 3c per can 
1 to 4 c per can 
4 to 6« per lb. 
4 to 6c per lb. 
4 to 8 c per lb. 
8 to 6o per lb« 


to SCa 


1-4 to 1 l-2c per lb« 
2 to 4o per lb, 
2 to 4c per lb* 
8 to 6c per cam 
8 to Ec per can 
8 to 7 c per lb. 
4 to 9 c per lb. 
4 to 8 o per dos. 
MARKETS 


Sdltor’s Note—-Because the quota­ 
tions furnished by the v arious mar­ 
kets of Dix on do not coincide, the 
Telegraph 
finds 
it 
impossible 
to 
quote all of the prices dally , and 
hereafter 
will 
quote 
only 
those 
prices 
which 
seem 
most 
adv an­ 
tageous to seller or purchaser. 
Oats, white— 73. M ix e d .................. 67 
Corn . . >:.. :*i 
. . . .55 to 
1.15 
LOCAL PRODUCT» QUOTATIONS. 
Cash & 
Pay 
Sell 
< arry 
Creamery bu t t e r 
.50 
Dairy bu t t e r ................. 40 
.47 
^ a r d 
. . „ 
.2 6 
Strictly f r e s h 
E g g s .................................3 2 
Please give the widest pu blicity to 'N ew po tato es . .. . 1 . 2 5 — 160 to 1.75 
3.40, 3.25, 3.00 
LIVE POUl/TKf. 


.34 
.44 
.22 


38 
.35 


dens Co ndensed Milk Co . 
152 10 


WANTED. 
Man to wo rk o n farm, 
- married o r single. Pho no 59,140, 
Lee Co . line. 
152 4 


White paper fo r pantry shelves, lc 
a sheet. Particu lar ho u sekeepers 
al­ 
ways u se it. The co st is trifling, lc a 
sheet. 


WANTED. Cash fo r o ld false teeth. 
1 Don’t matter if bro ken. 
I pay $ 2 
to $ 16 per set, also cash fo r o ld go ld, 
silv er, platinu m, 
dental 
go ld anti 
old gold Jewelry. 
Will send cash by 
return mail and will ho ld go o ds 10 
day s fo r 
sender’s appro val o f my 
price 
Mall to L. Mazer, 2007 S. 5tli 
St., Phila., Pa. 
123 25* 


WANTED. Co o k at Central Restau r­ 
ant; go o d wages. 
Wra. Fo wler, 
Amboy , 111. 
125 tf 


DR. C. L A C O U R 
MCLECOTO 
DRUG LESS PHYSICIAN 
Osteopath, Chiropractor, Phy s­ 
iological Therapeutist. 
ISO Galena Av e. 
Dix on, I1L 
Phone 57 *. 


$ 3460 
WEST BROOKLYN 
Henry - E. Gehant, Agent. 
Hartfo rd Fire Ins Co 
260 
Fideltty-Pho enix Fire Ins Co 
215 
Co ntinental Ins Co 
210 
Aetna Ins Co 
155 
Fire Assn o f Philadelphia 
90 
No rtli British & Mercantile Ins Co 70 
Springfield Fire & Marine Ins Co 
60 


$ 1060 


WANTED. Go o d seco nd hand steel i 
. range. Pho ne K719. 
154tf 
■ ^ —. ...........- 
* j 


WANTED. 
Cash fo r Old 
Teeth. 
Do n’t m atter if bro ken. 1 pay $ 2 to 
$ 25 per set; also cash fo r o ld go ld, 
silver, platinu m, dental go ld and o ldl 
go ld jewelry. Will send cash by re­ 
tu rn mail and will ho ld go o ds 
10 
days fo r sender’s 
appro val 
o f my 
price. Mail to L. Mazer, 2007 S. 5th 
St., I’hila., Pa. 
153 24* 


The Brown Shoe Company 
Dixo n, 111. 
Manufacturers of Ladles' and 
Misses’ Shoes 
Capacity 4,000 Pairs Dally 


WANTED. To rent a go o d sto ck and 
grain farm, 
160 
to 300 acres. 
Have go o d help. Can fu rnish best o f 
references. Address A. J., care this 
o ffice. 
155 2 
FOR SALE 


FOR SALE. 
Must sacriilce 
large, 
double, two story house and Lot 
28 . Highland Park Add. Dixo n, 111. 
Fine location. Cost 
ov er $ 8,000.00. 
Make o ffer. C. W. Farr, Maqu o keta, 
Iowa. 
132 24 
x—— . 
■ 



- 
The particular housekeeper alway s 
requires white paper for the 
pantry 
shelv es and bureau drawers. It Is to 
be found In any quantity at 1 cent a 
sheet at the B. F. Shaw Ptg. Co. 
tf 


Housewiv es will want white paper 
for the pantry shelv es 
and bu reau 
drawers. It can be purchased at the 
Ev ening T eleg r a p h 
office fo r 1 c e n t 
a sheet. 


FOR SALE. 200 cho ice farms, 
all 
sizes, go o d bu ildings, near 
m ar­ 
kets, scho o ls. Small payments. Send 
fo r my list. Otto Fetting, Po rt Hu 
ron, Mich. 
142 24* 
•_ 
_ 


FOR SALE. 
Bu ick Mo ur Ro adster, 
go o d as new. Enqu ire of E. T. Kah- 
ler, Pho ne 845. 
142 tf 
». - 
— • ■ 
— 


OLD MAN HARRIS 


Edito r o f the Oil and Mineral Jo u rnal 
o f Billings, Mo nt., 
will 
give 
yo u 
straight “tips” abo u t o il and mining 
co mpanies free, and send yo u sample 
co py o f his 16-page illu strated paper 
fo r the asking. 
Sco res o f his su b­ 
scribers have made $ 400 o n a $ 100 
investment and u pwards, by fo llo w­ 
ing his advice. 
Do n’t bu y in any 
co mpany u ntil yo u write him abo u t 
It— he kno ws who is* reliable and 
tho se who are no t. 
Write Du n’s o r 
Bradstreet’s agencies in Billings as 
to what they think o f Old Man Harris 
and his reliable info rmatio n to in­ 
vesto r. 


FOR SALE. Base bu rner sto ve. En­ 
qu ire at 414 
Bo ardman Place, o r 
Pho ne Y272. 
147tf 


FOR SALE. Go o d 2nd hand pu lleys, 
hangers, shafting, pipes, flues, bo lts 
and nu mbers o f o ther u sable sto ck. 
Can be seen at Dixo n Iro n & Metal 
Co ., 625 W. 2nd St., few blo cks west 
of P. O., Dixo n, 111. 
146tf 
— 
— 
— , 
— 
* 
FOR SALE; 
Seco nd-hand ice bo x. 
Telepho ne K 979. 
155 t2 Paid 


FOR SALE—Tu rnips fresh fro m gar­ 
den. 
Call IT-1160. 
145tf 
FOR RENT 


FOR RENT. 
One-half of double cot­ 
tage at Assembly Park. 
Modern 
and conv enient, in beautiful part of 
the park. 
Apply W. C. Durkes, City 
National Bank. 
tf db 


FOR RENT. Co ttage o n co rner 
o f 
Co llege and Third. Call at 703 W. 
Third o r Telepho ne Y762. 
155 4* 


55 ACRE FARM FORSALE 


Lo cated 3 Vi miles fro m Dixo n 
o n sto ne ro ad and o ne mile 
fro m scho o l. 
There is 15 acres in pastu re 
and abo u t 40 acres u nder the 
plo w. 
The so il is a go o d 
black so il with a clay su b-so il 
'Lhe bu ildings are a go o d 7 
ro o m 
ho u se, a go o d barn, 
40x40 go o d do u ble co rn crib. 
Windmill and tank. 
GEO. FRUIN 
Agent 
Dixo n 


TELEPHONE A TELEGRAPH. 
The fo llo wing is a list o f the Per- 
[ao nal Pro perty o f the several Tele- 
i pho ne & Telegraph co mpanies o per­ 
ating in the To wnships o f Dixo n & 
Bro o klyn. Co u nty o f Lee and State 
o f Illino is, as sho wn by the Assess­ 
ment list retu rned by the Assesso rs 
fo r the year A D 19 l8: 
Dixo n. 
Illino is No rthern Utilities Co 
City o f Dixo n 
$ 15000 
Same, same 
5000 
Same, o u t o f city 
500 
Same, same 
300 
1 Central Unio n Telepho ne Co 
o u t o f city 
355 
Same, City o f Dixo n 
215 
Western Unio n Telegraph 
Co 
650 
Ho me Telepho ne Co City o f 
Dixo n 
9100 
Same, same 
400 
Same, same 
1000 
Same, same 
250 
Same, same 
1000 
Same, o u t o f city 
385 
BROOKLYN 
Illino is No rthern Utilities Co 
750 
Western Unio n Telegraph 
Co 
120 
Central Unio n Telepho ne 
Co 
155 
Yo cu m Telepho ne Co 
995 
RAILROADS. 
The fo llo wing is a list o f the Per­ 
so nal Pro perty o f the several rail­ 
ro ads which o perate 
in the To wn­ 
ships o f Dixo n & West 
Bro o klyn, 
Co u nty o f Lee and State o f Illino is, 
as taken fro m the Assessment bo o ks 
fo r the year A D 1918: 
C & N W RY Co 
70 
S I) & E Ry Co 
340 
C B & Q RR Co 
50 
Change« In Real Estate fo r the Year 
1018. 
The fo llo wing changes In the As­ 
sessment Ro ll o f Dixo n & Bro o klyn 
To wnships have been made by the 
Assesso rs o f the abo ve named to wn­ 
ships fo r the year A. D. 1918: 


Geo W Schmu cker n 30 
ft o f s 150 ft o f vacat­ 
ed fo u rth street 
bet 
Galena & Henne­ 
pin ave 
100 
Standard Oil Co lt 5 & 
w 15 ft lt 4 blk 
4 2 1700 
Ro bert Espy w 41 
1-2 ft 
o f It 1 blk 
45 
235 
Max Eichler e 7 5 ft lt 6 
blk 54 
800 
Mark C Keller n,50 ft 0 
2-3 lt 1 blk 81 
800 
Lyle No rthru p s 75 ft o 
100 ft lt 2 blk 
84 
25 
Jo hn E Fello ws s 100 ft 
It 4 blk 88 
750 
Jo hn B Ortgiesen s 50 ft 
eh It 4 blk 
91 
4 50 
Au g Mo eller all ex n 41 ft w 
2-3 It 3 blk 118 
60 
Patrick 
Lally 
s 15 ft w 
2-3 lt 2 & 
n 41 ft w 
2-3 lt 3 
65 
715 
Neighbo u rs Su rvey See 5 51 9 
Illino is 
No rthern 
Utili­ 
ties Co lt 2 
9000 
21000 
Assesso rs Plat No 13. 


Co lu mn metho d and u rging qu alified 
1100 registrants to present themselves to Hens 
. . . . . . .......... .. 
.2 
yo u r bo ard fo r listing. If a su fficient springers 
! .* .*............ *28 
nu mber o f vo lu nteers are no t 
se- ç 0cks 
..................................................10 
¡cu red, invo lu ntary indu ctio n will be v n ,.n „ ' ^ n a \ L l *.................................. 
u sed. On Ju ly 17th, wire this o ffice X T 
T °fl# V 
v i 
kt -J Î 
1000 the nu mber o f qu alified men listed in P 1),, 
!U 
P e ki n ....- ................. l i e 
each o f the abo ve o ccu patio ns which Î? 
Ku nner D u c o . 
...........» 8c 
2000 we may expect fro m yo u r bo ard. Up- ^ T f,T vy 
...................... 
i o n receipts o f this info rmatio n def 
235 inite allo tments will be made 
co mplete mo bilizatio n 
details 
900 nished. 
Lo cal ho ards mu st u nderstand tho r 
875 o u ghly that these registrants are no t 


Geese 
and Tu rkeys 
fu r-1 
--------- 


• . . . . ...8c 
. . . . . . . 1 6 


(7 /UR OFFER 
Unless yo u pay fo r yo u r Tei.eo hm’H 
to be indu cted u ntil o rders are re- o ne year in advance yo u canno t take 
725 , ceived as to allo tments and that no advantage o f clu b rates with the Chi 
u n n n}61* needed to AH 
any Ju ly 
calls ‘cago Tribu ne o r Herald-Examiner. 
1100 shall be permitted to vo lu nteer. 
Vo lu nteers fo r this 
service shall 
550 no t be released to the navy o r marine 
co rps o r to withdraw their applica- 
660 | tio n prio r to Au gu st 1st. 
FRANK S. DICKSON, 
The Adju tant General. 


Do no t ask u s to make 
a charge1 
acco u nt o f yo u r classified ad. Bring 
the mo ney with yo u r ad. 


Wilbu r Lu mber Co lt 5 
,[) 


1125 


Midland Lu mber Co lt 9 300 
Dement*! Additio n 
Ho ward Wheeler eh lt 4 
& N 10 ft lt 5 blk 4 
225 
Jo hn A Fo rrest. Its 10 11 
12 & 13 blk 11 
2300 
Statio n Blo ck 
Grand Deto u r 
Plo w Co 
Its 12 3 4 5 6 
28100 32100 
Gilbraitbs Su b o f wh nwq Sec 5 21 9 
D M Ro ssiter w 50 ft lt 3 
blk 18 
75 
Alfreds & Lillian A Derr 
w 50 ft lt 3 blk 19 
150 
Assesso rs Plat No 1. 
Annie M Crabtree lt 23 
75 
West Dixo n. 
Oscar Mo sier wh lt 4 blk 
21 
210 
Highland Park Additio n 
Wm Dau ntler lt 16 
100 
Ju les Petit lt 30 
900 
Van Epps Park Additio n 
Geo Stitzel It 6 blk 2 
75 
River Park. 
Edw May It 4 blk 4 
60 
Parso ns Indu strial Additio n 
D M Sawyer lt 52 
15 
315 
Brookly n. 
Chas Zinke seq sec 19 
37 1 
4160 
4360 
Ku tters Add to tlie Village o f 
Compton. 
Clem Jo hnso n lt 9 
30 
400 


5% FARM LOANS 5% 
’ 
Lo ng Tim e—Ontio nal 
Lo ng Time 
Payments. 
Optio nal 
W rite 
A. 0. HARRIS 
Dixon, III. 


6900 


1275 


650 


400 


410 


4 50 
800 


1075 


230 


JOSEPH W. STAPLE S 
Mortician and Funeral Director 
LADY ASSISTANT 


Phones: Ree. K118 1. Office 6 7 6 
8 11 First St. 
Dix on, Í1 L 


Dixo n 
19 17 
Fred Odenthal e 10 ao f w 
22 a seq nwq sec 4 21- 
9 
500 
S M Miller w 4-5 eh neq 
& wh neq sec 26 22 9 4 200 
Assesso rs Plat No . 1 
Reyno lds 
Wire Co n 
90 ft lt 3 & all It 2 
3900 
Mo ellers Su rvey. 
A T Keithley, nh lo ts 19 
20 
900 
W H Stanley 4 sq rds se 
co r pt lo t 58 & w 2.50 
a o f eh lo t 66 
340 


19 18 


900 


4600 


5600 


State o f Illino is, Lee Co u nty, ss. 
I. Jo hn E. Mo yer, Su perviso r 
o f 
Assessments o f the Co u nty o f Lee in 
the State o f Illino is, do hereby certi­ 
fy that the abo ve and fo rego ing is a 
fu ll and co mplete list o f perso ns to 
W’ho m Perso nal Pro perty is listed in 
the To wns o f Dixo n and Bro o klyn in 
said Co u nty su bject to taxatio n fo r 
the year 1918, so far as I have been 
able to ascertain the same, and that 
the fu ll fair cash valu e thereo f is set 
do wn in the pro per co lu mns o ppo site 
their respective names hereinbefo re 
described. 
JOHN E. MOYER, 


GIVE V O IR MOTOR 
TH E HY-SIGN 
T H E N B A T C H IT PIC K T P ANT) 
HU STLE. SU RE DEATH TO CARBON ! 
Friend A u to ist: Wo do n’t have to tell 
yo u cinythniK abo u t carbo n, the u reat 
stan dard m o to r cu rse "which yo u “cu ss 
•o ut,’’ bu t seldo m entirely cu t o u t o f 
yo u r m o to r. 
A t th a t carbo n la nrreat 
stu ff— in Its place. 
Thu s it m ay ba 
life to the electric liKht—while It is 
death to jraso line m o to r efficiency. 
To u « sho uld do w hat tho u sands o f 
satisfied au to lsts are do in*. 
They srlva 
their m o to rs H I’-SIGN CARBON R E ­ 
MOVER an d find lt is au ra death to 
carbo n. 
IIY -8IG X 
Im pro ves 
tha 
Qu ality 
of 
yo u r “ pas.’* irivinit 25% to 4 0% m o re 
m ileage o n sam e am o u nt o f yaso llne— 
thu s m aklnjr fo r g reater increased e f­ 
ficiency an* eco no my these war tim es 
o f hiith sraao llne prices. 
C ’ve yo u r dea ler 4he H IG H STGN. 
Then *rive yo u r m o to r the IIV -SIG N , 
and no te ho w g ratefu lly it gives yo u 
its 
very 
beat of speed 
power and 
m ileage. 
TIY-SIGN 
h as pro ved 
a ll 
th a t is 
claim ed to r it by eahau stlve tests. 
BOX CONTAINING 2 t en h en . 81 . 
Go o d fo r 120 gallo ns o f gaso line. 
ASK TOUR D EA LER o r 
scad 
to 
Eureka Auto Products Corp. 
. 123 Liberty St., N. Y. City. 


! 
1 
111 


! 


Dr. F. B. IONES 


VtTL RMARtAN 
O F F I C I AT ODD Y ’8 F E E D BARN 
PH O N E-29 0 
Residence at Dix on Inn 


6 
6 


Have yo u lo o ked recently at the 
1300 little y ellow tag o n y our Telegraph 
to see if the date is co rrect. It will 
also serve as a reminder if yo u r su b­ 
scription is in arrears. 


J o n e s 
Undertaking Parlo rs 
Lady Kmbalmer. 
AMBULANCE SERVICE 
116 Galena Ave 
Pho nes: Office 204; Res. EM 


DAY RIVER 
CRUISE 
To Minneapo lis and Retu rn 


—ON THE— 


STEAMER HELEN BLAIR 
W. A. Blair, Master 


Commencing Saturday , June 22 


Leaves Davenpo rt, Iowa ev ery Sat- 
8 00 Miles of Interesting Trav el 
u rday, at 2:30 p. m. 
24 Hours in Minneapolis 
Fo r info rmatio n and fo lder write 
to No rthern Steambo at Co ., Agents, 
Davo npo rt, Iowa. 


TIME TABLE 
Hk< 


CHICAGO M NORTHWESTERN RY« 
Correct time of all passenger trains 
leav ing Dix on. 
•Daily ex cept w h iff 
otherwise specified: 
^ 


(Effectiv e Sunday , J une 2-)' ’’W 


East Bo u nd 
No . 
Lv Dixo n 
A r Chicago 
6 
• *T# • . 3:28 a. m. 
6:45 a. ra. 
5 
• • • • • . 3:28 a. m. 
6:45 a. m. 
24 
• • • • • . 6: 40 a. m. 
9 :15 a. m. 
28 
• • • • • . 7:23 a m. 
10:40 a. m. 
18 
• • • • • .11:02 a m. 
2:25 p. m. 
20 
• • • • • . 1 :19 p. m. 
4:00 p. m. 
4 
. 4:11 p. m. 
7:30 p. m. 
12 
• • . • • . 7:34 p. m. 
10:30 p. m.; 
L00 (Su nday o nly) .......... 
• • « •••* . . 4:15 p. m. 


West Bo u nd 


7:35 p. m. 


No . 
Lv Chicago 
Ar Dix on 
5 
• • • • t . 6:50 a. m. 
10: 20 a. in. 
19 
• • • • • .10:30 a. m. 
1:11 p. m. 
17 
• • • • • . 12:15 p. m. 
3:39 p. m. 
25 
• •ese . . 6:40 p. m. 
9 :37 p. m. 
27 
• • • • • . 3 : 45 p. m. 
7:03 p. m. 
11 
• • • • • . 6 :00 p. m. 
7:60 p. mf 
•1 
. 7:10 p.m. 
9 :50 p. m. 
3 
• • • • • . 11:20 p. m. 
2:16 a. m. 
—No 1 sto ps at Dix on on flag, no 
extra fare. 
_____ 


ILLINOIS CENTRAL RY. 
Correct time of all (rains leav ing 
Dix on 
that carry 
passengers and 
freight. 
¡Daily , » Daily ex cept Boa- 
day . 


South Bound 
1 1 9 ........................................... 7 : 2 2 a m 
21 Clinton Ex press* . 
fijlfip m 
North Round 
132 Ft. Dodge Ex press* . . 9 :8 3 a m 
20 M a ll...................... , K. .V 6 : 2 1 p m 
Freeport Freight* ...............1 2 : 3 0 p m 


INTERURBAN SCHEDULE 
^ 
In Effect Saturday , May 25, 19 19 
W est Bound 
East Round 
Leav e Dix on. 
Leav e Sterling. 
*5:40 a. 
m..........................*6:30 a. m. 
17:20 a. 
m......................... 8 :15 a. m. 
9 :00 a. 
m ..........................10:05 a. m. 
10:50 a. 
m..........................11:46 a. m. 
12:30 p. 
m......................... 1:30 p. m. 
2:10 p. 
m......................... 3:05 p. m. 
4:00 p. 
m ......................... 5:05 p. m. 
6:00 p. 
m......................... 7:05 p. m. 
8:00 p. 
m......................... 9 :25 p. m. 
10:30 p. 
m ..........................11:20 p. m. 
•— Except Su nday, 
t— Co lo ny Car will meet 7 :17 I. 
C. Train and connect at Galena and 
Follows street. 
n 


TIME THE MAILS CLOSE 


2:45 a. m. 
6:55 a. ra. 
3:50 p. m. 
7:10 p. m* 


,, 
> L3"4 
• 


The fo llo wing table sho ws the time 
o f clo sing all mail fo rwarded fro m 
Dixo n po st o ffice. 
Mail sho u ld be la 
the po st o ffice ten minu tes preceding 
the lo cking o r clo sing time to insu re 
its dispatch. 
East Mail 
No . 
6 . . . . . . . . . 
No . 28........................... 
No . 
4 . . . . . . » . . . . . 
No . 1 2 . . . , .ipM . . . . . 
No . 18. • 
«■ • • . . . . . • • 1 0 : 4 0 a. m« 
West Mall 
No . 
6. «t^*.-» . . . . . . . . . 
9 :55 a. m. 
No . ID...............> -... . . . .12:50 
p. m. 
No . 2 7........................... 6:40 
p. m. 
No . 
9........... 
8:50 p. m« 
No . 1 5 ............................ 2:45 
a. m« 
So u th Mail 
1 1 9 . ........................ 6:55 a. m. 
13 1 ......................... 4:50 
p. m. 
No rth Mail 
13 2 ......................... 9 :30 
a. bd 
120......................... 5:50 
p. m< 
WM. F . HOGAN. Po stmaster. 
JAS. W. BALLOU, Assistant. 


No 


No . 
No . 


Farmers, do yo u need letterhead* 
o r envelo pes with yo u r retu rn card 
printed thereo n? 
The B. F. Shaw 
Printing Co mpany, Dixo n, III., will 
be pleased to fill yo u r o rder at any 


f—The T elegraph Is a member of 
the Au dit Bu reau o f Circulation. 
« 
HANK AND PETE 
PUTS fu t» SttïtD I M , BIO HE WHSHO MM 
& 
By KE NKUNQ 


L £ T 5 <!o 
TO T h C 
STAB T U tA T ß e To N» CWT. 
r t re-T M ev kaukac r uat 


S W t M M “ «. O v / IN C e * H l ß | T I O N 3 
U N D . k * 
» 


PXr.E EIGHT 
THE EVENING TELEGRAPH. DIXON, ILLINOIS 


Th 
statoly dig­ 
nity of this estab­ 
lishment !:a ; ’ :*.fld 
ed for us a rep uta­ 
tion on which we 
are q uite na tu ra l­ 
ly 
p roud. 
O u r 
eq uip m ent is m od­ 
ern and our staff 
comp etent. 


will enable you to own 
your home. 
Money borrowed from 
this Association is re­ 
p aid in fixed monthly 
p ayments the same as rent. 
These p ayments are ap p lied 
on your loan each month, 
and include interest. 
You p rov ide for these 
p ayments as you now p ro- 
v ide for your renL a nd _ _ _ _ _ 


P icture Fram ing, 


R 
S 
ü: 
WALTER L. PRESTON 


i 42 3E A S T RPSTST.R-iv » t« Chkp « l 


NUTHT9 , 
Become a m em ber of the Inv estors 
Protectiv e Association 
of America. 
For fu rth er Information write them 
for literature. 
N. L. Amster, Pres 
Eq uitable Bldg., Boston, Mass, 
tf 


Ask for the W ebb Chemical Com­ 
p any Poultry Remedies. 
Sold by 
Dixon druggists. 
tf 


In a few years your homo 
la your own. 
It. is simp ly p aying 
rent to yourself. 
Think It ov er, then 
call and see us. 


PB“ 


I 


DIXON 
LOAN 
AND BUIL0IN6 


ASSOCIATION 
Opera Block, 
Dix on, 111. 


GLASS FRUIT JARS 
ALL SIZES 
For Sale Cheap 
THE 3 rd WARD 


S. W. LEHMAN, M. D. 
Dix on, 111. 
BPEKIAL OFFICE CONSULTANT 
and 
DISEASES OF WOMEN AND 
CHILDREN. 


FARMERS. 
OAT SHORTS FO R SALE. Ann of 
best 
feeds 
for cows aud 
horses. 
Univ ersal Oats Comp any. 
1 ©4tf 


LAND 
Any one wishing to buy a farm in 
rnrkrrm at a bargain should 
a Bargain snoum com­ 
municate with W adsw orth Land Co., 
Langdon, N. D. 


Exchange 


STRONG 
COLLEGE OF MUSIC 
Second Floor Rosbrook Bldg. 
instruction giv en in ail branches of 
music by competent teachers. Rates 
reasonable. 
A special course for 
v ery y oung pupils 


Trautman & Manges, Props. 
. 
7 « 1 DEPO T AYE. 
PH O N E 5 5 7 214 W. Mrst S 


OTTO 
WIT 


PLUMBING AND HEATING 


Pnone 6 9 2 


"R ig ht 
Shall 
Trium p h, 
Kaiser 
Bill.” G reatest solo extant. Send two 
silv er dimes, H orton Green, Sp erry, 
Iowa. 
144 24 


Rise Sup erior to Troubles. 
Take p ain by tin* handle of fear and 
you will always hav e something to 
suffer; take p ain by the handle of 
courage and nothing ran hurt you. 
Take sorrow with self-p ity and you 
will become too lonely to liv e; take it 
by the handle of your symp athy and 
your sorrow shall be translated into 
new p ower to help all others who suf­ 
fer.—Exchange. 


CLOSING OUT HAT STOCK 


many bargains—all N ew 
At T odd’s Hat Store 
Hats go in this sale. 


See the N ew Spring sample for Suits made 
to measure— 
— A T— 


NOTICE TO MOOSE 
The Secretary, E. M. Hoov er will be 
at the Club Room ev ery ev ening from 
8 to 9 o’clock until July 15, to collect 
dues. 
15116 


THE EVENING STORY 
9 


nE T O 


The Three Cubes 


"A most extraordinary 
will,” 
said 
Lawyer Van Tine. "In fact, I hav e no 


ejaculate a elmultanous 'How do you 
do.” 
This they did. Josep h heard It and 
became thoroughly alarmed. In an in- 
Btant he comp rehended 
the 
danger 
which accomp anied communion of in­ 
terest between his two brothers. 
He 
surrendered immediately 
and 
added 
his "How do you do” not more than 30 
seconds after theirs. 
"My p lan is this,” said Henrv ,"it has 
hesitation in p ronouncing it the most I sU'uck me as being the he.ghth of fol- 
remarkable instrument I hav e ev er p e- ! 
for us t0 bore three cubes when by 
Vused; q uite typ ical of Richard Win-; 
hands we can accomp lish the 
gate. 
I am anxious to learn how hia I ‘sanie resu,t by boring ene. Then, too, 
three brothers will take it. After all it ! if i( be satisfactory ail around, we can 
is really more than they hav e a right 
euR,lov outside help . 
Let us op en the 


— W hite p ap er for p antry shelv es 
and bureau drawers, lc a sheet, at 
this office. 


T o d d ’s H a t S t o r e 
Opera House Block 


A Patriotic VUiob. 
You do not seem to know that be 
must fail who ap p eals to the cowardice 
of the American p eop le. 
Step out of 
the wny of the nation that marches 
with firm step and a p roud heart after 
the martial drumbeat of her destiny. 
8 be feels that the strugrle of ages com­ 
p resses itself Into the p ortentous crisis 
of this hour. 
It Is for coming centu­ 
ries she fights; and already she sees 
before her what was once a p atriotic 
dream rise Into magnificent, 
sunlit 
reality 1—Carl Scfcurz, 18 04. 
''TWS* VT-W-r 


N O T I C E 


I hav e purchased the Grocery Busi­ 
ness of W. B. McCREA, Ashton, and 
would appreciate the trade of all old 
customers and would like to hav e all 
my friends come in and get prices. 
J . J . THOME 


FARMERS AND HOUSEKEEPERS 
Ev ery little thing help s win 
the 
war. G ather up all 
the old 
junk 
which is of no use to you 
and soil 
now; got our p rice before selling and 
be conv inced that it p ays to sell Iron, 
Rags, Rubber, Metal, Pap er, Hides, 
Wool and Second H and Machinery 
to the Dixon Iron 
& Metal Co., 625 
W. 2nd St., few blocks west of P. O. 
Dixon, 111. Ju nk Yards Op en Till 8 
P. M. 
B. HASSELSON, Prop . 
Call E ither Phono, 18 4 or K7 5 9 . 


to exp ect. 
None of them has sp oken 
to him during the last 20 years. W hat’s 
more, they hav e not sp oken to each 
other during the same time. Hap p y 
family! Jarv is,” this to 
his 
clerk, 
boll - summoned, 
"I 
exp ect 
three 
gentlemen 
at 
3 
o’clock. 
As soon 
as they arriv e usher them into my 
p riv ate office.” 
At fiv e minutes before 
three 
Mr. 
John Wingate entered the sanctum. 
He was tall and sp are and p rosp er­ 
ously rural in general asp ect; He wore 
a derby hat sev eral sizes too large for 
him, and a coat that cov ered him com­ 
p letely. 
Two minures later he was 
followed by his brother Josep h, who j 
took a chair beside him without offer­ 
ing or receiv ing recognition. 
They 
resembled each other strongly. Josep h 
was also of the typ e agricultural and 
was, p erhap s, a year or two younger 
than the other. Then the clock struck 
three on the instant the third brother, 
Henry, came in to the room; small, 
dap p er and nerv ous. He was clad in 
the v ery latest metrop olitan fashion 
and p resented a strange contrast to 
the other two. 
They sat next each 
other, almost touching elbows, but for 
all that they sp oke to each other they 
might hav e been utter strangers. 
Presently Lawyer Van Tine entered 
and took his p lace at a large oak table 
which stood in the center of the room. 
Then followed the reading 
of 
the 
will intently and in silence. 
It recited 
th a t the deceased left all he had in 
the world locked in the v ault. He had 
Conv erted 'it into gold—as 
gold 
was 
fhe one chattel of stable significance 


v ault 
as brothers; let us, as brothers 
div ide its coutents into three eq ual 
shares. What say you?” 
Drilless, they agreed, and that day 
they emp loyed an exp ert who demand­ 
ed a cash retainer of 
$600 before “ho 
tackled the job. 
I’v e been up agin’ 
Richard Wingate’s work before and 1 
know what it means. 
Where’s your 
drill?” 
"I forgot mine,” said Henry. 
"And 1 mine,” added John and Jo­ 
sep h in rap id succession. 
"But you must git ’em,” 
suggested 
the exp ert. “There isn’t another drill 
on earth that will touch them cubes.” 
"Let’s blow them up 
with 
dyna­ 
mite,” said Henry. 
"That will destroy the key,” said 
John. 
"If you 
fellows 
must 
really 
know, my drill is broken.” 
"So is mine,’’ said Josep h. 
“ Mine as well,” said Henry. 
At last at considerable exp ense con­ 
jointly borne, they had the drills re­ 
p aired and the exp ert set to work. At 
the end of a month the cube 
was 
op ened, 
luside they found the key— 
and a note. 
"1 susp ect strongly,” they read In 
the handwriting of their belov ed tes­ 
tator, "that long before this cube has 
been op ened my three brothers will 
hav e agreed up on a truce. 
I p rognos­ 
ticate that they will combine interests, 
and p roceed to op en one of the cubes 
only. 
This is unfair. 
Knowing them 
as I do I hav e div ided the key into 
three p arts. 
The three p arts when 
joined fit the trefoil keyhole. 
A dup ­ 
licate of this note is to be found in 
He had been unable to choose a bene- I each of the other cube 


COLUMBIA RECORDS 


FOR JULY NOW ON SALE 


109 W. J . SMITH 
First Street 
Dix on, III 


V« Í5 a 
/ ' «*!*Í 
! r 
& 


R. H. SCOTT 
LAW YER 


W arner Loft us Bldg. Phones: 
Office, lîîl : Residence, K 405 : 
200 W. M organ Street. 


DIXON SHOE SHINING PARLORS 
FOR LADIES AND GENTLEMEN 
H. D. Drake, Prop. 


Corner First and Peoria 


All the latest and modern 
machinery for 
Repairing 


ALL WORK G UARAN TEED 


SPECIAL F A MIL Y 
extra 
Barbara Caselton 


IN- 
‘Mothers of Liberty’ 
^ 
A N D 
C O M E D Y 


On account of Ex press conditions w e did not receiv e the 
llearst- 
Pathe N ew s y esterday —but it is here now and will be show n tonight. 


TOMORROW— LOUISE GLANN in 
“An Alien Enemy 


COMEDY A N D N EW S 
C0M IN G - - “ T0 HELL WITH THE KAISER 


99 


Matinee Ev ery Day but Sunday and Monday at 2:3 0, 


flciary from among his three brothers 
and 
so 
had p rov ided a p ost-mortal 
method of selection. 
The one way to 
op en the v ault was l>y means of three 
keys. These three keys, ran the will, 
would be found In the center of three 
cubs Which would be found outside of 
the v ault. 
To each of his brothers he 
beq ueathed one of the cubes; to each 
a diamond drill, also his inv ention. 
The first one of them to bore through 
the cube to its center and extract a 
key could op en th* v ault and become 
p ossessed of its contents absolutely 
and forev er. 
No 
outside 
assistance 
was to be emp loyed; if any of the 
brothers waa caught by either of the 
remaining two in the act of emp loy- 
j ing an assistant, the guilty one would 
forthwith forfeit all right to share in 
the estate. 
The work must be > done 
at 
the 
v ault; for the cubes w'ere irremov abiy 
welded to the iron floor on which the 
v ault rested. 
They journeyed up town in the same 
elev ated train, hut in different cars. 
They reached the house within a min­ 
ute or D o of each other, 
of the cellar step s they 
found 
the 
v ault and the cubes. 
Without a word 
they remov ed their coats and set to 
work. 
They bored, and 
bored, 
and 
bored; finding much sad truth in the 
assertion of Lawyer Van Tine anent 
the imp enetrability of the metal they 
were trying to p ierce. 
The next day 
they came; and the next, and many 
nexts. 
One night while Henry was at work 
his drill broke. 
He looked up in tre­ 
p idation, to discov er whether Josep h, 
who was working at his side, had 
noted the mishap . Ap p arently Josep h 
was obliv ious of all sav e the task be­ 
fore him. So Henry sat there idle un­ 
til John’s arriv al in the early morning 
reliev ed him. 
Then he left; going at 
once to a celebrated diamond setter 
to rep lace his drill. 
“No use,” said the mechanic after he 
had examined the broken drill. “I can 
not rep air it. This is one of the drills 
made by Richard W ingate, an eccen­ 
tric old chap who died recently. You 
can search the world 
ov er 
without 
finding its mate. My firm offered him 
a snug fortune for his formulas. 
He 
refused to div ulge.” 
The next 
morning 
two 
p enciled 
notes w'ere 
hinded 
to 
John 
and 
JoiK*,il. 
“To whom it may concern,” 
was 
w hat they read. 
“Why should we 
three q uarrel? After all we are blood 
kindred, and if our late brother was a 
fool there is no reason w'hy we should 
endeav or to emulate his imbecility. 
The interest of each of us has become 
the interest of all. 
While I am of 
course unwilling to be the 
first 
to 
break silence and submit to p ossible 
rebuff, I am willing that we three 
should become friends. 
If you will 
sp eak to me I shall p rop ose 
a 
p lan 
which will conduce to the best interest 
of all of us ” 
Josep h took the note and tore it up ; 
John did the same. But fortune fav or­ 
ed Henry, for that night John's drill 
broke. 
And two days later Josep h’s 
broke. 
Of course all three were now 
insufferably anxious to bring about a 
reconciliation. 
Each was eq ually de­ 
termined not to exhibit such anxiety 
by making the first mov e. 
The next day as they sat idling be­ 
fore their resp ectiv e cubes, John p ass­ 
ed a note to Henry, “Sir,” ran the 
note, “while not conceding that I am 
any more friendly disp osed 
to 
you 
than I was, I am wjJUng to do as you 
say. But I shall not sp eak first!* 
To this Henry rep lied: “T hat diffi­ 
culty may he av oided. 
As the clock 
■Uv e.cs nine tomorrow moruing let us 


So the exp ert demanded a further 
fee and set to work on the remaining 
cubes. 
At the end of 
six 
anxious 
weeks the cubes were op ened and the 
key comp lete. 
Then with hearts thump ing wildly 
the three brothers op ened the v ault. 
At the entrance they came up on a 
large chest. 
The v ault was dark aud 
they had no light. 
“Go fetch a light,” said Henry. 
"Why should I?” said Josep h. "Sup ­ 
p ose in my absence you two 
” 
“All right,” said the p ractical John. 
“Let us go together." 
Together they 
left 
the v ault; to­ 
gether they got a light; together they 
returned and re-entered. At last the 
chest was op ened. 
At the top they 
found three golden dollars—that was 
all. 
"This is all I hav e in the world," ran 
a slip of p ap er which lay beside the 
money, 
"and if I recip rocated 
the 
affection which you bear me, it is juet 
about three dollars more than I ought 
to leav e. But I am willing to giv e you 
comp ensation for your recent labors. 
At the foot j Take them and be hap p y.” 
j 
Then Josep h turned to John and John 
t turned to Henry and Henry turned to 
: Josep h. 
They said 
nothing; 
their 
emotions at that instant p recluded ut­ 
terance. 
But from that day they w'ere 
friends. 
So that Richard’s will left 
them richer after all. 
And here endeth the 
story 
which 
was told to me 
by 
neither 
John, 
Josep h nor Henry. 
It was the exp ert 
who p eached. 


Teddy . 
W hat’s the good of giv ing a medal 
to a dog? 
No doubt some p eop le 
asked 
this 
q uestion when they p icked 
up 
the 
daily p ap ers one morning not long ago 
and read that a big dog named Teddy 
had been giv en a modal by the New 
Y'ork Women’s League for Animals for 
sav ing the liv es of two children who 
were drowning in the Hudson Riv er. 
Teddy 
is 
a 
handsome big New­ 
foundland dog, and 
you 
could 
not 
make many p eop le believ e that he bus 
not as much sense as 
some 
p eop le 
hav e. 
It is certain that he had sense 
enough to know that 
two 
children 
w'ere drowning when he 
saw 
them 
struggling in the waters of the riv er. 
He 
rushed 
into 
the 
stream 
and 
brought both of the children to shore 
in safety. How did he know that they 
were drowning? 
He had some kind 
of dog sense that made him aware of 
this fact. 
The intelligence of most Newfound­ 
land dogs is remarkable, and the boy 
who would say that Teddy is “no fool” 
would only be giv ing the fine big dog 
his due. 
He is not the first dog to be 
giv en a medal for sav ing human life. 
No fewer than six other 
dogs 
are 
wearers of medals similar to the one 
giv en to Teddy. 
He is an extremely 
amiable 
and 
friendly dog, the p rop erty of Olaf H an­ 
sen of New York. Teddy modestly ex­ 
tends his p aw 
for 
a 
“handshake" 
whenev er any one feels disp osed to 
grasp it in friendliness. 
How' much 
he “sensed” the distinction of being 
awarded a medal for brav ery we do 
not know. It is certarin, howev er, that 
he knew enough to sav e human life 
when it was in danger, and that makes 
him worthy of the medal 
he 
now 
wears on his collar. 


Poetic Theme. 
"I read your ‘Ode to Milady’s Hair.” 
"Weli ?" said the p oet. 
“I thought maybe we could hire you 
write an adv ertisement in p oetry 
for our hair goods dep artment. T h at’s 
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Y O U K 
Liberty Bond 


[HI 


All Liberty Bonds can be 
ex changed for Groceries with 
us. 
You cau leav e y our Lib­ 
erty Bond and trade it out 
with us. 
It is just like the 
money here. 


Eat y our Liberty Bond and 
sav e y our money for another 
nex t October 
: 
• 
Geo. J. Downing 
GROCER 
Free D eliv ery 
S I’hones 


BERT E. SMICE 


...MADE OF... 
California Redwood, 
Oregon Fir. or Yellow 
Pine. 


M on m ou th 
M trlfiid 
and Glared Hollow 
Tile. 
Take your choice. 
• THE MONMOUTH 
SPECIAL” —6 f e a - 
I® 
t u r e n. Sp ring Hoop - 
re--rilo alwaya tight. 
age- _ _ _ _ _ 
_ 
Safety Ladder—safety 
first. 
P erfect Anch­ 
oring System — sta ­ 
bility. 
New 
Chute 
Frame* — economy.•cle 
Top and Bottom Inside 
Exp anding H oop s-se­ 
curity. 
N on-sagging 
Vertfcle Hinge Doora 
— conv enience. 
Inv estigate it 
“ The Monmouth 
Standard" 
B etter than the ordin­ 
ary stav e silo. 
“ The Monmouth Vi­ 
trified and Glazed 
Hollow Tile” 
I' The 
beet 
masonery 
silo. 
Ensilage Is the cheap ­ 
est feed on earth— 
“Wtnter p efctutt. 
A 
MONMOUTH S I L O 
will sav e its coat each 
year. 
Two animals 
where one grew be­ 
fore. 
W rit« 
Monmouth Silo Co. 
Monmouth, III. 


P L U M B I N G 
Heating and 
Gas Fitting 


Phones: Shop 215 ; Res. K6 5 3 


4 09 FIRST STREET 
Dix on 
. 
Illinois 


6E0, S, COAKLEY AGENCY 
Reel Estate and Insurance 


Dix on. Illinois 
115 Galena Av e. 
— a m 


W hen a sheet of p ap er is all of you 
a man cu:i see or feel, just how do 
you imp ress him ? 
Think it ov er. 
Don't Lose Your Temp er. 
He who loses his temp er, loses much 
besides. 
lie loses Ills self-resp ect; he 
loses tin* resp ect of others; he loses fin 
element out of his character nnd rep u­ 
tation which he cannot regain; *he 
loses v ital force, and stamp s an v m* 
p resslon on his whole being which Paic 
cannot efface. 


ROY E. BARRON 
Racine COUNTRY ROM) Tires 
Open 1filed, and Sal. Nights 
Phone .Y-7 02 
2 LÎ W EST 
Residence X-07 2 
SECOND STREET 


DRINK 
SCHUTTS FAM0 


A 
P U R E 


NON- INTOXICATING BEVERAGE 


Geo. Schorr, Wholesale Dealer 


P I A N O S 


W c 
sell 
only 
Quality 
Pianos. 
Our purchasers 
are permanently pleased. 
W e bought before 
the present high prices W e sell for less. Our 
stock is large and we^hav e a fine assortment. 
COME A N D SEE US. 
W. F. STRON G COLLEG E OF MUSIC 


PINEAPPLES 
PINEAPPLES 


I hav e fifty cases of fresh tacned 
ex tra fancy goods, not a cheap article but 
sell them to y ou at prices y ou cannot afford 
to bother 
fresh pines and put up. 
If it is m oney 
y ou want to sav e tall at the 
store or phone for our prices. 


H awaiian siiceli pineapple, 
a quality gradé. 
I can 
to get the 


I w ill guarantee ev ery cau y ou buy to keep until it Is used, y ou 
cannot do this w ith y our ow n canning. 
I hav e the goods in the store now; tom e ant] hav e a look at 
them . 
Ladies, did j« » u ev er stop to think w hat it costs to can pine­ 
apples? 
^ 
«r<* * 


W 
. 
C 
. 
J O 
T N 
T F T S 
¡The Pure Food’Store{ 


Sole Agent for the Crev e Couer FcotJ Products 
6 05 -07 Depot Av e. 
Phone 127 
man 


STOVE AND FURNACE REPAIRS 


where she bought that hair," 
, r 


* 4 - 0 $ 
, 
^ 
v 


Look 
now. 
hard to 
Give 
h 
number 


up your needs 
They will be 
get this Fall, 
s the name 
and maker’ s 
name. 


E. 
J. 
FERGUSON 
, Hardware 


m m 
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